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(a) Index by title and subject of all papers, discussion, data sheets, reports 
and general articles. 
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2. Lighting News. 


Subject index. 
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Personnel listing of 1955-1956 and 1956-1957 national and local ofhcers, 
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sentatives. The 1956-1957 listing is complete as of December 13, 1956. 
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Acrylic ‘ ouver Wall Panels for Classroom 
Dayli noting 

Aircon titioning—Part 1—The Lighting Sys- 
tem'’s Relation to the Cooling Load, 
Lighting and 

Algebraic Interflectance Computations (Ab- 
stract) 

Analysis of Experimental Data for Inter- 
flectance Theory (Abstract) 

Applications, Progress 

Applied Principles .. . 
stitute of Technology 
neering Building 

Attracting Passing Shoppers 

Audio-Visual Teaching, Lighting for 
Abstract 

Automobile Club of Buffalo (MMIL)) 

Automotive Lighting, 1906-1956 

Availability of Daylight (Abstract) 


Ballast Life, Determinants of Fluorescent 
Ballasts by a Light Output Method, Meas- 
uring Electrical Output of Rapid Start 

Bank, Lighting a 

Bank, Lighting a Savings and Loan 

Bank — Shell Building 

Bar — Shell Building 

Beauty Parlor — Shell Building 

Biography — Marshall N. Waterman, Presi- 
dent, 1956-1957 

Birth and Development of School Lighting 

Brightness Factors 

Bulb Wall Temperatures on Fluorescent 
Lamp Parameters, Effect of 


Cc 


Calculating Coefhcients of Utilization 

Carbon Arc Sources, Elongated 

Carbon Arcs for Television Studio Lighting 

Case for Sloping Windows 

Case Institute of Technology Electrical 
Engineering Building 

Characteristics and Applications of Axial 
Filament Lamps 
Abstract 

Charter Members of 1.E.S., List of 

Christmas, Decorating for 

(Church) Dual-Function Fixture Design 

Church, Lighting a 4 

Church-cighting Compatible with Archi- 
tecture (MMILJ) 

(Church) St. Joseph Oratory — in Colored 
Floodlight (MMILJ) 

(Church) Stained Glass Window —At Night 
(MMILJ) 

C.1L.E. Zurich Meeting, A Report on Dis- 
cussion at 

Classroom Daylighting, Acrylic Louver Wall 
Panels for 

Club Lounge — Shell Building 

Coefficients of Utilization, Calculating 

Coffee House — Shell Building 

Color Matching Fabrics, Lighting for 

Color Rendition with Fluorescent Sources 
of Il"«mination (Research Project #11B) 

Comfort in Lighting 

Commercial Kitchens, Lighting for 

Committee Activities, 1955-1956, General 
Secretary's Report 

Committee Personne!, List of 


Case Lighting In- 
Electrical Engi- 
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(Committee Report) Calculating Coefficients 
of Utilization 
(Committee Report) Demand for Profes- 
sionally Trained Illuminating Engineers 
(Committee Report) 1.E.S. Guide for Elec- 
trical Measurements of Mercury Vapor 
Lamps enenseinenannpanenes 
(Committee Report) 1.E.S. Guide for Life 
Performance Testing of Fluorescent 
Lamps 
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Committee Report) Lighting and = Air 
conditioning — Part I— The Lighting Sys- 
tem’s Relation to the Cooling Load 

(Committee Report) Lighting for Commer- 
cial Kitchens 

(Committee Report) Lighting Progress in 
1954-1955 ' ; 

(Committee Report) Recommended Practice 
for Office Lighting 

Cone-to-Rod Ratio as a Specification for 
Lighting Systems, Review of 

Conventions, List of 

Current Office Lighting Systems 
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Data for Designing Show Window General 
Lighting with PAR and R Lamps, Dis- 
cussion 

(Data Sheet) Exterior Lighting of a Res- 
taurant 

(Data Sheet) Lighting a Bank 

(Data Sheet) Lighting a Bath and Heaith 
Room 

(Data Sheet) Lighting a Church 

(Data Sheet) Lighting a Drug Store 

(Data Sheet) Lighting a Garage 

(Data Sheet) Lighting a Hotel Dining Room 

(Data Sheet) Lighting a Kitchen with a 
Slanted Ceiling 

(Data Sheet) Lighting a Low Ceiling Class- 
room 

(Data Sheet) Lighting a Low Ceiling Class- 
room 

(Data Sheet) Lighting a Men's Clothing 
Store 

(Data Sheet) Lighting a Savings and Loan 
Bank 

(Data Sheet) Lighting a Schoo! Business 
Practices Room 

(Data Sheet) Lighting a Shoe Store 

(Data Sheet) Lighting a Shoe Store 

(Data Sheet) Lighting a Small Drafting 
Room 

(Data Sheet) Lighting a Supermarket 

(Data Sheet) Lighting a Trade Board 

(Data Sheet) Lighting a Used Car Sales Lot 

(Data Sheet) Lighting a Visual-Aid Room 

(Data Sheet) Lighting a Windowless Class- 
room 

(Data Sheet) Lighting for a Modeling Plat- 
form 

(Data Sheet) Lighting for Color Matching 
Fabrics 

(Data Sheet) Lighting for Inspecting Fabrics 

(Data Sheet) Lighting for Machine Sewing 

(Data Sheet) Lighting Freeway Intersections 

(Data Sheet) Louverall Ceiling Bathroom 

(Data Sheet) Luminous Cove and Soffit in 
a Small Kitchen : i 

Daylight Equals Modern Lighting in a 
New School, Luminous Element Plus 
Controlled 

Daylight — Man's Great Heritage 

Daylight Measurements in Six New Eng- 
land Schools, Discussion 

Daylight Surveys Under a Partly Cloudy 
Sky 

Daylighting, Acrylic Louver Wall Panels 
for Classroom 

(Daylighting) Case for Sloping Windows 

Daylighting Design with Adjustable Hori- 
zontal Louvers (Abstract) 

Daylighting Design with Overhangs 

(Daylighting) Effects of Nearby Walks and 
Concrete Areas on Indoor Natural Light- 
ing 

Daylighting Plus Incandescent in an Engi- 
neered Design (M.M.I.L.J.) 

Demand for Professionally Trained Ilumi- 
nating Engineers (Committee Report) 

Dental Clinic, Luminous Ceiling for a 

Design Procedure for Luminous Ceiling 
Lighting 

Determinants of Fluorescent Ballast Life 

Development and Application of Quartz 
Infrared Lamps : 

Developments in School Lighting Tech- 
niques — anviidisinpeisicoten 


Discomfort Glare at Low Adaptation Levels 
— II Off-Axis Sources (Abstract) 

Dispatch Room, Utility Lights Its 
1.L.J.) 

Drug, Store, Lighting a ; 

Dual-Function Fixture Design (MMILJ) 


(Editorial) Fiftieth Anniversary Issue 

(Editorial) Looking Ahead 

EFAS — A New and Vital Aid te Low Visi 
bility Landings by Aircraft (Abstract) 

Effect of Bulb Wall Temperatures on Fluo- 
rescent Lamp Parameters 

Effect of Furniture on the Coefficient of 
Utilization (Abstract) 

Effect of Operating Variables on Mercury 
Lamp Performance 

Fffect of Various Metal 
Brightness Waves in 
cence 

Effects of Nearby Walks and Concrete 
Areas on Indoor Natural Lighting 

Efficiency of Electroluminescence 
Abstract 

Electrical Measurements of Mercury Vapor 
Lamps, I.E.S., Guide for 

Electroluminescence, Effects of Various 
Metal Electrodes on Brightness Waves in 

Electroluminescence, Efficiency of 

Elongated Carbon Arc Sources 

Engineered Home Lighting Using Prismatic 
Lenses and Refractors 

Engineered Lighting for Demonstration 

Equipment, History of - 

Esthetics of Office Lighting Layou 

Evaluation of Discomfort Glare 
Abstract 

Expositions — Milestones in Lighting 

Exterior Lighting of a Restaurant 
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Factories (See Industrial) 

Factors To Be Considered in the Design of 
High-Output Fluorescent Lamps (Ab- 
Stract) 

Fiftieth Anniversary Issue, Editorial 

Filament Lamps, Characteristics and Appli- 
cations of Axial 

Financial Statistics, General Secretary's Re- 
port 

Fitting a Roadway Lighting Plan to Build- 
ings, Trees and Grounds 

Flashing Applications of Fluorescent Lamps 
Abstract 

Flashing Characteristics of Fluorescent 
Lamps 
Abstract 

Floodlighting a Church Spire (M.M.1.L.J.) 

Floodlighting, Exterior (M.M.I.L.J.) 

(Floodlighting) Four Beacons Top the 
World’s Tallest Building 

Fluorescent Lamp Demand 

Fluorescent Lamp History 

Fluorescent Lamp Performance as Affected 
by Impurity Gases 
Abstract 

Fluorescent Lamps, Flashing Applications 
of 

Fluorescent Lamps, Flashing Characteristics 
of 

Fluorescent Lamps, 1.E.S. Guide for Life 
Performance Testing of 

Fluorescent Luminaires for Refrigerated 
Areas ’ a 

Fluorescent Sources of Illumination, Color 
Rendition with (Research Project #11B) 

Footcandles for the Forgotten Man : 

Forerunners of Future Lighting Practice 


Garage, Lighting a oe 

Gases, Fluorescent Lamp Performance as 
Affected by Impurity - ‘il 

Gasoline Service Station (MMILJ) - 

General Secretary Reports — 

(Glare) Comfort in Lighting 


M.M.- 


Electrodes on 
Electrolumines- 
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Glare, Evaluation of Discomfort 

Glow Starter Design and Fluorescent Lamp 
I ife 

Goddard Trophy 

Golden Anniversary Address, President's 
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High Output Fluorescent Lamps, Interior 
Lighting with 

Highway Lighting Test Installation (Ab 
stract 

History of Fixture Design 

History of 1.E.S The Society's First Year 

(History of Lamps) Lamp Makers’ Story 

Home Lighting (See Residence Lighting 

Home Lighting, Progress in 

Home Lighting Using Prismatic Lenses and 
Refractors, Engineered 

Home, Luminous Interiors for the 

Hote! Dining Room, Lighting a 

House with a View Toward Living (MM 
ILJ) 


1.E.S. Aims for 1956-1957 

1.E.S. Guide for Electrical Measurements 
of Mercury Vapor Lamps 

1.E.S. Guide for Life Performance Testing 
of Fluorescent Lamps 

LES. Presidents, 1906-1956 

Illuminating Engineers, Demand for Pro 
fessionally Trained 

IHluminating Engineering Research Insti 
tute, Report of 

Incandescent in an Engineered Design 
Davlighting Plus 

(Industria!) Fluorescent Luminaires for Re 
frigerated Areas 

(Industrial) Lighting for Color Matching 
Fabrics 

(Industrial) Lighting for Machine Sewing 

(Industrial) Lighting for Inspecting Fabrics 

(Industrial) Solving a Problem in a Press 
Room (M.M.1.L.J 

(Industrial) Study of Lamp Mortality and 
Lumen Depreciation of Mercury Lamps 
as a Guide to Relamping Programs 

(Industrial) Visual Comfort and Cost Anal 
yses for Production Lighting 

Industrial Lighting, History of 

Industrial Lighting Systems 

Industrial Lighting, Q and Q in 
Industrial) Mercury and Filament Lighting 
Can Be Comfortable Too 

Infrared Lamps, Development and Appli 
cation of Quartz 

Inspecting Fabrics, Lighting fo: 

Inspection Lighting 

Interflections in a Room with Luminous 
Walls (Abstract) 

Interior Lighting with High Output Fluo 
rescent Lamps 
Abstract 

Intersections, Lighting Freeway 


Jewelry Store Design (MMILJ 


K 


Kitchen, Luminous Cove and Soffit in a 
Small 

Kitchen with a Slanted Ceiling, Lighting a 

Kitchens, Lighting for Commercial (Com 
mittee Report 


L 

Lamp Maker's Story 

Lamp Performance, Phosphor Stabilization 
for Better 

Lenses and Refractors, Engineered Home 
Lighting Using Prismatic 

Light Is Right at Mutual (MMILJ 

(Light Sources) Carbon Ares for Television 
Studio Lighting 

(Light Sources) Glow Starter Design and 
Fluorescent Lamp Life 

Lighting a Bath and Health Room 

Lighting a Hotel Dining Room 

Lighting a Kitchen with a Slanted Ceiling 

Lighting a Low Ceiling Classroom 

Lighting a Low Ceiling Classroom 

Lighting a Men's Clothing Store 

Lighting a Savings and Loan Bank 

Lighting a Shoe Store 
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Lighting a Smal! Drafting Room 

Lighting a Trade Board 

Lighting a Visual-Aid Room 

Lighting a Windowless Classroom 

Lighting and Airconditioning — Part I — 
The Lighting System's Relation to the 
Cooling Load 

Lighting for Audio-Visual Teaching 
Abstract 
Discussion 

Lighting for a Modeling Platform 

Lighting for Color Matching Fabrics 

Light ng for Commercial Kitchens 

Lighting for Inspecting Fabrics 

Lighting for Machine Sewing 

Lighting Freeway Intersections 

Lighting on the Farm, History of 

Lighting Progress in 1954-1955 

Lighting Requirements for Older Workers 
Abstract 

Lighting Research, History of 

Lighting Variety in a Modern Building 
MMILJ) 

Lobby — Shell Building 

Looking Ahead, Editorial 

Louverall Ceiling Bathroom 

Luminaire Design for large area, low 
ceiling drafting room (MMILJ) 

Luminaire Spacing for End and Side Walls 

Luminous Ceiling Lighting, Design Proce- 
dure for 

Luminous Ceiling for a Dental Clinic 
MMILJ) 

Luminous Ceilings, Measured Utilization 
Data for 

Luminous Ceiling with Mercury 

Luminous Cove and Sofft’ in a Small 
Kitchen 

Luminous Element Plus Controlled Davy 
light Equals Modern Lighting in a New 
School MLM.LL.J.) 

Luminous Interiors for the Home 


M 


Maintenance Area, Lighting an All-Around 
M.M.1L.LJ 
Maintenance Mercury and Filament 
Lighting Can Be Comfortable Too 
Maintenance) Study of Lamp Mortality 
and Lumen Depreciation of Mercury 
Lamps as a Guide to Relamping Pro 
grams 
Manufactured Light Vs Davlight for 
Schoolrooms 
Materials and Equipment, Progress in 
Measured Utilization Data for Luminous 
Ceilings 
Measurements in Davlighted Classrooms in 
Arivona Abstract 
Measurement, Progress in 
Measuring Electrical Output of Rapid 
Start Ballasts by a Light Output Method 
Membership Statistics, General Secretary's 
Report 
Men's Clothing Store, Lighting a 
Mercury and Filament Lighting Can Be 
Comfortable Too 
Mercury Floodlighting —Its Advantages and 
Limitations (Abstract 
Mercury Lamps As a Guide to Relamping 
Programs, A Study of Lamp Mortality 
amd Lumen Depreciation of 
Mercury Lamp Performance, Effect of Op 
erating Variables on 
Mercury, Luminous Ceiling with 
Mercury Vapor Lamps, 1.E.S. Guide for 
Electrical Measurements of 
Milestones in Davlighting Progress 
Miniature Filament Lamps, Some Methods 
for the Improvement of the Strength of 
Miniature Lamps History 
M.M.1.L.J.) Automobile Club of Buffalo 
M.M.1.L.J.) Church-Lighting Compatible 
with Architecture 
M.M.1.L.J.) Custom-Built Residence 
M.M.I.L.J.) Daylighting Plus Incandescent 
in an Engineered Design 
J.) Dual-Function Fixture Design 
J.) Exterior Floodlighting 
J.) Floodlighting a Church Spire 
].) Gasoline Service Station 
J.) House with a View Toward 


an Jewelry Store Design 
M.M.1.L.J.) Light Is Right at Mutual 


(M.M.1.L.J.) Lighting Variety in a Modern 
Building 

(M.M.1.L.J.) Luminaire Design — for Large 
Area, Low Ceiling Drafting Room 

(M.M.1.L.J.) Luminous Ceiling for a Den 
tal Clinic 

M.M.1.L.J.) Luminous Ceiling with Mer- 
cury 

(M.M.1.L.J.) Luminous Element Plus Con- 
trolled Daylight Equals Modern Lighting 
in a New School 

(MM.L.L.J.) Lighting an All - Around 
Maintenance Area 

M M.1L.L.J.) Overhead Lighting for a Long 
Mirror 

(M M.L.L.J.) Q and Q in Industrial Light 
ing 

M.M.L.L.J.) Relighting and Refinishing 
for a Controlled Visual Environment 
M.M.1.L.J.) St. Joseph Oratory in Col 
ored Floodlight 

M.M.I.L.J.) School Lighting System 
«ith a Single Source 

(M.M.1.L.J.) Solving a Problem in a Press 
Room 

(M_M.1.L.J.) Symmetry of Design in a Bank 

(M.M.L.L.J.) Stained Glass Window — At 
Night 

(M.M.1L.L.J.) Utility Lights Its Dispatch 
Room 

My Most Interesting Lighting Job Contest 
Trophy 

My Most Interesting Office Lighting Job 
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National and Local Officers 
1955-1956 1 
1956-1957 7-23A; 10 
National Technical Conferences of the Illu 
minating Engineering Society, 1906-1956 
New Approach to Highway Tunnel Light 
img (Abstract 
New Developments in Short Arc Lamps 
\ostract 


e) 


Othce) Desk and Drafting Board Lighting 

Office Engineered Lighting for Demon 
Stration 

Ollce) Light Is Right at Mutual (MMILI 

Ottce) Lighting a Small Drafting Room 

Othce) Luminaire Spacing for End and 
Side Walls 

Othce) Luminous Ceiling with Mercury 

Ottce) My Most Interesting Lighting Job 

Othce Lighting Layout, Esthetics of 

Othce Lighting, Recommended Practice for 

Othce Lighting) Relighting and Refinish 
ing for a Controlled Visual Environment 
M.M.1.L.J 

Othee Lighting, Quest for Quality in ‘His 
tory) 

Office Lighting Systems, Current 

Othce Tasks, Visibility of 

Othee, Troffers in a General 

Offices, Other Areas in 

Othces) Luminaire Design—for Large 
Area, Low Ceiling Drafting Room (MM 
IE J) 

Officers and Council, ‘ist of 
1955-1956 4 
1956-1957 7-23A; 10 

Older Workers, Lighting Requirements for 

Operating Parameters of High-Output 
Fluorescent Lamps (Abstract) 

Other Areas in Offices 

Outdoor) Gasoline Service Station (MM- 
IL }) 

Overhead Lighting for a Long Mirror 
MMILJ) 


P 


Performance Testing of Fluorescent Lamps, 
1.E.8. Guide for Life 

Phosphor Stabilization for Better Lamp 
Performance 

Phosphors for High Pressure Mercury Va 
por Lamps (Abstract) 

Plastics) Acrylic Louver Wall Panels for 
Classroom Davlighting 

Plastics in Lighting 





President's Golden Anniversary Address 

Press Room, Solving a Problem in a 
(M.M.L.L.J.) 

Production Lighting, Visual Comfort and 
Cost Analyses for 

(Progress Report) 
1954-1955 

Public Buildings — 1906-1956 

Pupil Size to Visual Discomfort, Relation 


of Changes in 


Quest for Quality in Office Lighting (His 
tory) 
Questions and Answers on Light Sources 


Recommended Practice for Office Lighting 

Refrigerated Areas, Fluorescent Luminaires 
for 

Relamping Programs, A Study of Lamp 
Mortality and Lumen Depreciation of 
Mercury Lamps As a Guide to 

Relation of Changes in Pupil Size to Visual 
Discomfort 

Relighting and Refinishing for a Con 
trolled Visual Environment (M.M.1.L.].) 

Report of Street, Tree and Utility Confer- 
ence 

(Research Project *11B) Color Rendition 
with Fluorescent Sources of IMlumination 

(Research Project) Relation of Changes in 
Pupil Size to Visual Discomfort 

Residence, Custom-Built (MMILJ) 

Residence Lighting During the Last Fifty 
Years 

(Residential) Engineered Home Lighting 
Using Prismatic Lenses and Retractors 

(Residential) House with a View Toward 
Living (MMILJ) 

(Residential) Lighting a Bath and Health 
Room 

(Residential) Lighting a Kitchen with a 
Slanted Ceiling 

(Residential) Luminous Cove and Soffit’ in 
a Small Kitchen 

(Residential) Luminous Interiors for the 
Home 

(Residential) Louverall Ceiling Bathroom 

Restaurant, Exterior Lighting of a 

(Restaurants) Lighting for Commercial 
Kitchens 

Review of the Cone-to-Rod Ratio as a 
Specification for Lighting Systems 

Roadway Lighting Plan to Buildings, Trees 
and Grounds, Fitting a 


Ss 


In Colored Floodlight 


Lighting Progress in 


St. Joseph Oratory 
(MMILJ) 

School Business Practices Room, Lighting a 

School Lighting, Birth and Development of 

(School Lighting) Applied Principles .. . 
Case Institute of Technology Electrical 
Engineering Building 

(School Lighting) Lighting a Low Ceiling 
Classroom 

(School Lighting) 
Visual Teaching 

School Lighting System 
Source (M.M.IL J) 

School Lighting Techniques, Developments 
in 

Schoolrooms, Manufactured Light Vs Davy 
light for 

(Schools) Acrylic Louver Wall Panels for 
Classroom Daylighting 

(Schools) Daylighting Plus Incandescent in 
an Engineered Design 

(Schools) Lighting a Low Ceiling Classroom 
275 

(Schools) Lighting a Visual-Aid Room 

(Schootls) Lighting a Windowless Class- 
room 

(Schoo's) Luminous Element Plus Con 
trolled Daylight Equals Modern Lighting 
in a New School 

Sections and Chapters of I.E.S., List of 

Section and Chapter Officers, List of 


Lighting for Audio 


. with a Single 


1955-1956 4- 
1956-1957 10- 


Sector Flux: A Useful Concept for Practical 
Lighting Design 
Service Station, Gasoline 


1956 


601 
375 
293 


173 
108 


537 


493 
231 
$24 


275 


239 


260 


$26 


37A 


Sewing, Lighting for Machine 

Shell Building . 

Shoe Store, Lighting a 753; 

Shopping Centers 

Short Are Lamps, New Developments in 

Show Window Lighting 

(Show Window Lighting) Attracting Pass 
ing Shoppers 

Signs, Some Factors That Influence the 
Design of Daytime Fffective Exposed 
Lamp 

Society's First Year 

Solving a Problem in a Press Room (M.M 
IJ.) 

Some Factors Influencing the Night-Visi 
bility of Roadway Obstacles (Abstract) 
Some Factors That Influence the Design of 
Daytime Effective Exposed Lamp Signs 

Abstract 
Discussion 

Some Methods for the Improvement of the 
Strength of Miniature Filament Lamps 

Sources, Elongated Carbon Arc 

Sources, Progress in 

Sources) Characteristics and Applications 
of Axial Filament Lamps 

Sources) Effect of Bulb Wall Tempera 
tures on Fluorescent Lamp Parameters 
Sources) Effect of Operating Variables on 
Mercury Lamp Performance 

Sources) Effect of Various Metal Electrodes 
on Brightness Waves in Electrolumines 
cence 

Sources) Flashing Characteristics of Fluo 
rescent Lamps 

Sources) Lamp Makers’ Story 

Sources) New Developments in Short Arc 
Lamps 

Sources) Phosphor Stabilization for Better 
Lamp Performance 

Sources) Some Methods for the Improve 
ment of the Strength of Miniature Fila 
ment Lamps 

Spacing for End and Side Walls, Luminaire 

Mage Lighting, History of 

Stained Glass Window At Night (MM 
ILJ) 

Store Lighting — 1906-1956 

Store Lighting, Today's Concepts in the 
Design of 

Store) Case for Sloping Windows 

Store) Lighting a Shoe Store 753 
Store) Lighting a Supermarket 

(Store) Lighting for a Modeling Platform 
Store) Jewelry Store Design (MMILJ) 
Street Lighting) Fitting a Roadway Light 
ing Plan to Buildings, Trees and 
Grounds 

Street Lighting) Lighting Freeway Inter- 
sections 

Street Lighting, Then and Now 

Street, Tree and Utility Conference, Report 
of 

Study of Lamp Mortality and Lumen De 
preciation of Mercury Lamps as a Guide 
to Relamping Programs 

Supermarket, Lighting a 

Symmetry of Design in a Bank (MMILJ 


T 


Television Studio Lighting, Carbon Ares 
for 

Tesla — Prophet of Modern Lighting 

(Textiles) Lighting for Inspecting Fabrics 

Today's Concepts in the Design of Store 
Lighting 

Trade Board, Lighting a 

Troffers in a General Office 


U 


Uniform Light Source Excited by Radio 
Frequency (Abstract) 
Used Car Sales Lot, Lighting a 


V 


(Visibility) Footcandles for the Forgotten 
Man 

Visibility of Office Tasks 

Visual Comfort and Cost Analyses for Pro- 
duction Lighting 

Voltage Standardization. Over 50 Years 


WwW 


Walks and Concrete Areas on Indoor Nat 
ural Lighting, Effects of Nearby 

Wattage Shifts, Fifty Years 

Windows, Case for Sloping 


(b) Author Index 
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Allen, C. J School Lighting 
Lighting for Audio-Visual Teaching 
Abstract 

Allison, R. C. — Store Lighting 

Allphin, Willard — School Lighting 

Anderson, H. H. — Availability of Daylight 
(Abstract) 

Arner, W. 
Overhangs 
Daylighting Design with 
Horizontal Louvers (Abstract) 


Dual-Function 


J.— Daylighting Design with 


Adjustable 


Bailey, Lyle M. Fixture 
Design (MMILJ) 

Bale, James R.— Mercury Floodlighting 
Its Advantages and Limitations (Abstract) 

Beggs, Eugene W.— Lamp Makers’ Story 

Bell, Charles D. — Jewelry Store Design 

Bergin, Martha J. — Phosphor Stabilization 
for Better Lamp Performance 

Bitter, Francis — Factors to be Considered 
in the Design of High-Output Fluores- 
cent Lamps (Abstract) 

Bizzaro, V. U.— Availability of Daylight 
(Abstract) 

Bradley, R. D.— Visual Comfort and Cost 
Analyses for Production Lighting 
Measuring Electrical Output of Rapid 
Start Ballasts by a Light Output Method 

Brass, John R.— New Approach to High- 
way Tunnel Lighting (Abstract) 

Browder, J. B.— Luminous Ceiling with 
Mercury (M.M.1.L.J.) 

Brown, Donald — Gasoline Service Station 
MMILJ) 

Brown, John Lott — Review of the Cone 
to-Rod Ratio As a Specification for 
Lighting Systems 

Brown, W. E. — Plastics in Lighting 

Bull, Hempstead S.— Interflections in a 
Room with Luminous Walls (Abstract) 

Bunner, R. W.— Flashing Applications of 
Fluorescent Lamps 
Abstract 

Butler, Keith H.— Phosphor Stabilization 
for Better Lamp Performance 
Phosphors for High Pressure Mercury 
Vapor Lamps (Abstract) 

Buzan, M. M. — Measuring Electrical Out 
put of Rapid Start Ballasts by a Light 
Output Method 


C 


H. — Flashing Characteristics 
of Fluorescent Lamps 
Abstract 
Carlon, L. J. - 
sign (MMILJ) 


Campbell, J. 


Dual-Function Fixture De 


Brooks — School Lighting Sys- 
tem ... with a Single Source 

Christensen, Morgan — Development and 
Application of Quartz Infrared Lamps 

Churchill, Russell D.— Measured Utiliza 
tion Data for Luminous Ceilings 

Coggins, Donald I.— EFAS—A New and 
Vital Aid to Low Visibility Landings by 
Aircraft 

Cole, Roger B. — Office Lighting (MMILJ) 

Commery, E. W. — Residence Lighting 
Luminous Interiors for the Home 

Committee on Lighting Education — De- 
mand for Professionally Trained Hlumi- 
nating Engineers 

Subcommittee on Kitchen Lighting of the 
Committee on Institutional Lighting — 
Lighting for Commercial Kitchens 

Committee on Testing Procedures for Illu- 
mination Characteristics of the Ilumi- 
nating Engineering Society —1.E.S. Guide 
for Life Performance Testing of Fluores- 
cent Lamps 


Chassaing, 
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Committee on Testing Procedures for Illu 
mination Characteristics of the Illumi- 
nating Engineering Society —1.E.S. Guide 
for Electrical Measurements of Mercury 
Vapor Lamps 

Committee on Lighting and Aircondition- 
ing (Joint) of the Uluminating Engi- 
neering Society and the American Society 
of Heating and Airconditioning Engi- 
neers — Lighting and Airconditioning — 
Part I — The Lighting System's Relation 
to the Cooling Load 

Committee on Lighting Design Practice — 
Calculating Coefficients of Utilization 
(Committee Report) 

Committee on Office Lighting, I.E.S 
Recommended Practice for Office Light- 
ing 

Committee on Progress — Lighting Progress 
in 1954-1955 

Conover, E. W Daylighting Design with 
Overhangs 
Abstract 

Cravath, James R.— Brightness Factors 

Cutler, C. M Ex positions 


D 


Destriau Professor Georges — Effect of 
Various Metal Electrodes on Brightness 
Waves in Electroluminescence 

Ditchman, Joseph P.— Farm and Plant 
Lighting 

Dobras, Q. D.— Mercury and Filament 
Lighting Can Be Comfortable Too 

Dorsey, R. T. — Store Lighting 


Flashing Applications of Fluorescent, 


Lamps 
Abstract 
Characteristics and Applications of Axial 
Filament Lamps 
Abstract 

Dull, R. B.—Carbon Arcs for Television 
Studio Lighting 


Eastman, A. A Footcandles for the For- 
gotten Man 
Lighting Requirements for Older Work- 
ers 
Abstract 

Earl, Robert B.— Office Lighting (M.M.- 
LL.J.) 

Edman, Warren H.—Repert of Street, 
Tree and Utility Conference 

Einhorn, H. D.— Sector Flux: A Useful 
Concept for Practical Lighting Design 


F 


Finch, Dan M. — Brightness Factors 
Some Factors Influencing the Night Visi 
bility of Roadway Obstacles (Abstract) 

Finn, James F.— Luminaire Spacing for 
End and Side Walls 

Fisher, W. S. — Visibility of Office Tasks 

Foote, Alton G — Development and Appli 
cation of Quartz Infrared Lamps 

Franck, Kurt — Industrial Lighting 

Fry, Glenn A.— Relation of Changes in 
Pupil Size to Visual Discomfort 
Evaluation of Discomfort Glare 
Abstract 

Fugate, Jack M.— Relation of Changes in 
Pupil Size to Visual Discomfort 


G 


Gaer, Glenn B Solving a Problem in a 
Press Room 

Garber, Richard L.—Luminous Ceiling for 
a Dental Clinic (MMILJ) 

Gerung, George W.— New Developments 
in Short Arc Lamps 
Abstract 

Gillmore, Willard F., Jr. — Discomfort 
Glare at Low Adaptation Levels — II Off 
Axis Sources (Abstract) 

Goodman, Louis N.— Lighting Variety in 
a Modern Building (MMILJ) 

Griffith, J. W.— Daylighting Designs with 
Overhangs 
Daylighting Design with Adjustable 
Horizontal Louvers (Abstract) 

Gungle, W. Calvin — Operating Parameters 
of High-Output Fluorescent Lamps (Ab 
Stract 


Subject Index 


Fluorescent Lamp Performance As Af- 
fected by Impurity Gases 
Abstract 

Guth, Sylvester K.— Research : 
Comfort in Lighting — A Report on Dis- 
cussion at the C.1.E. Zurich Meeting 
Footcandles for the Forgotten Man 
Lighting Requirements for Older Work- 
ers 
Abstract 


H 


Hammel, Richard F.— Manufactured Light 
Vs Daylight for Schoolrooms 

Harrington, Norman H.— Automobile 
Club of Buffalo (MMILJ) 

Harris, J. M.— Phosphors for High Pres- 
sure Mercury Vapor Lamps (Abstract) 
Hart, A. L.— Some Factors That Influence 
the Design of Daytime Effective Exposed 

Lamp Signs 
Abstract 

Hartenstein, R. F.— President's Golden 
Anniversary Address 

Harvey, G. C. — Determinants of Fluores- 
cent Ballast Life 

Haskins, M. E., Jr.—Study of Lamp 
Mortality and Lumen Depreciation of 
Mercury Lamps as a Guide to Relamping 
Programs 

Hatfield, R. B.—Q and Q in Industrial 
Lighting 

Heinz, B. T.— Daylighting Plus Incandes- 
cent in an Engineered Design 

Helson, Harry — Color Rendition with 
Fluorescent Sources of Illumination (Re- 
search Project 711B) 

Hibben, Samuel G. — 1.E.S. History 
Tesla — Prophet of Modern Lighting 

Homer, Horace H.— Phosphor Stabilization 
for Better Lamp Performance 
Abstract 

Huntley, W. W. — Floodlighting a Church 
Spire, (M.M.I.L.J.) 

Hutchcroft, G. E.— Design Procedure for 
Luminous Ceiling Lighting 


James, Leonard V. — School Lighting 

Jerome, Charles W.— Effect of Bulb Wall 
Temperatures on Fluorescent Lamp 
Parameters 

Johnson, Lawrence FE. — Manufactured 
Light Vs Daylight for Schoolrooms 

Johnson, W. H.— Interior Lighting with 
High Output Fluorescent Lamps 
Abstract 

Jones, J. R. — Algebraic  Interflectance 
Computations (Abstract) 

Jones, William F.—Luminaire Design 
For Large Area, Low Ceiling Drafting 
Room (MMILJ) 

Judd, Deane B.— Color Rendition with 
Fluorescent Sources of Illumination 


K 


Kahler, W. H. — Industrial Lighting 

Keller, Clarence C.— Engineered Home 
Lighting Using Prismatic Lenses and 
Refractors 

Kemp, J. G.— Carbon Arcs for Television 
Studio Lighting 

Kershaw, D. D.— Flashing Characteristics 
of Fluorescent Lamps 
Abstract 

Ketch, J. M. — School Lighting 

Kingsbury, H. F. — Availability of Daylight 

\bstract) 
Klieg!, Herbert A. — Stage Lighting 
Korten, George E. — Street Lighting 


L 


Lake, W. H.— Glow Starter Design and 
Fluorescent Lamp Life 

Lee, R. J. — Plastics in Lighting 

Lehmann, Willi — Efficiency of Electro 
luminescence 
Abstract — 

Linforth, E. M.— Acrylic Louver Wali 
Panels for Classroom Daylighting 

Linsday, E. A. — Industrial Lighting 
Mercury and Filament Lighting Can Be 
Comfortable Too 


Characteristics and Applications of Axial 
Filament Lamps 
Abstract 
Lowell, W. P. — Industrial Lighting 
Lowry, Dr. E. W.— Lamp Makers’ Story 
Factors To Be Considered in the Design 
of High Output Fluorescent Lamps (Ab- 
stract) 


M 


Martin, Deac — School Lighting 

Martin, J.—Some Methods for the Im- 
provement of the Strength of Miniature 
Filament Lamps : 

Martt, FE. C.— Effect of Operating Vari 
ables on Mercury Lamp Performance 
McGregor, Dorothy — House with a View 

Toward Living (MMILJ) 

MeNelis, J. F.— Lighting Requirements 
for Older Workers 
Abstract 

McCandless, Stanley —- Stage Lighting 

McKinley, R. W. — Daylichting 

Mechan, Elizabeth A. — Custom-Built Resi- 
dence (MMILJ) 

Mooney, Richard W.— Fluorescent Lamp 
Performance As Affected by Impurity 
Gases 
Abstract 


N 


Nagel, George A.— Highway Lighting Test 
Installation (Abstract) 

Neidhart, ]. J. — Office Lighting 
Algebraic Interfiectance Computations 
(Abstract) 

Nevin, Robert A.—Luminous Element Plus 
Controlled Daylight . . . Equals Modern 
Lighting in a New School 

Noel, E. B. — Effect of Operating Variables 
on Mercury Lamp Performance 

Nowak, Matthew A.— Daylight Surveys 
Under a Partly Cloudy Sky 
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Octting, R. L. — Office Lighting 

Office Lighting Committee, L.E.S. — Recom- 
mended Practice for Office Lighting 

Obmurra, John M.— Symmetry of Design 
in a Bank 


P 


Palus, Raymond J. — Lighting an All 
Around Maintenance Area (M.M.1.L.J.) 
Patterson, Ruth — Office Lighting (M.M.- 
LL.J.) 
Stained Glass Window — At Night 
(M.M.L.L.J.) 

Pearson, C. W.— Characteristics and Ap- 
plications of Axial Filament Lamps 
Abstract 

Peck, Sanford C.— Uniform Light Source 
Excited by Radio Frequency 

Phillips, D. R.— Mercury and Filament 
Lighting Can Be Comfortable Too 

Putnam, Russell C.—Applied Principles. . . 
Case Institute of Technology Electrical 
Engineering Building 
Discomfort Glare at Low Adaptation 
Levels — Off-Axis Sources (Abstract) 


Rambusch, Edward — Public Buildings 
Ransford, George FE. — Exterior Floodlight- 


ing 

Reed, Bob H. — Effects of Nearby Walks 
and Concrete Areas on Indoor Natural 
Lighting 

Reis, Frank M.— Utility Lights Its Dis- 
patch Room 
Relighting and Refinishing for a Con- 
trolled Visual Environment (MMILJ) 

Retzer, Theodore C.— New Developments 
in Short Arc Lamps = 
Abstract t 

Robertson, J. N.— Design Procedure for 
Luminous Ceiling Lighting 

Rodman, Harry E.— Overhead Lighting 
for a Long Mirror (MMILJ) 

Roper, Val J. — Automotive Lighting 

Rubin, Joel E.— Stage Lighting 





Russell, Anson H. — Industrial Lighting 47 
Measured Utilization Data for Luminous 
Ceilings * 309 


S 


Savarese, J. A., Jr. — Office Lighting 
(M.M.L.L.J.) ' iamadials 447 
Schaefer, E. H.— Light Is Right at Mu- 
tual (MMILJ) 720 
Schmies, H. M. — Visibility of Office Tasks 459 
Segal, Sianley M.— Elongated Carbon Arc 
Sources __ 223 
Skootsky, Harold—New Approach to High- 
way Tunnel Lighting (Abstract) 617 
Spencer, Domina Eberle — Effect of Furni- 
ture on the Coefficient of Utilization 
(Abstract) 638 
Stair, J. L. — Equipment of) 
Strecker, C. E.— Determinants of Fluores- 
cent Ballast Life 563 
Subcommittee on Kitchen Lighting of the 
Committee on Institutional Lighting of 
1.E.S. — Lighting for Commercial Kitch 
ens 
Subcommittee on Survey of Employment 
Potential for Professionally Trained Mlu- 
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The ABC of Flash Photography, Book 

Review 
About People 1-76A; 2-18A; 3-29A; 
5-28A; 6-22A; 7-34A; 
9-58A; 10-42A; 11-39A; 
Accident Prevention Manual for Indus- 

trial Operations, Book Review SIA 
Achievement of Lighting Standards for 

the Grading of Cotton, Book Review SIA 
Adams, Bill 40A 
Adams, H. B. 36A 
Adelstein, H. N. 194A 
Advanced Course, New York Section, 

1.E.S. 194 
Advanced Lighting Design, Pittsburgh 26A 
Albertson, L. 10-43A 
Alden, P. M. 10-43A 
Allen, M. I. 10-43A 
Allied Arts Lighting Contest 7-8A 
Alter, Dr. Bruno, Jr. 9.60A 
American Standards in the Electrical 

Field, 100; 
Amick, Charles L. 

Anderson, Earl A. 

Anniversary Celebrations 
Anniversary of Society's Founding 
Archibald, Joseph J. 

Arizona Section Lighting Course 
ASTM Standards on Plastics 

Book Review 
Auer, R. W. 

Austin, George D. 


1-81A 
1-76A 
9-94 


(D-20), 


Bailey, James R. 

Barber, L. FE. 

Barden, V. Russell 

Barnes, Alden - = 

Barr, Robert D. — . 

Basic Guide on Store Modernization, 
Book Review 

Bassett, William 

Bean, D. S. 

Beber, Sam L. 

Bennion, Colonel Howard §S. 

Berard, Arthur A. 

Bentley, W. J. 

Berinstein, Jules C. 

Berkshire Study Club 

Bernd, Frank 

Bertolone, Fred J. 

Bethel, Wilbur A. 

Beyer, Charles C. 

Biddulph, C. Ashmead 

Biller, D. J. 


1-78A; 


1956 


minating Engineers - Demand for Pro- 
fessionally Trained Illuminating Engi- 
neers (Committee Report) 

Summers, T., Jr. — Fluorescent Luminaires 
for Refrigerated Areas 
Sweatte, J. E.— Luminous 
Mercury (M.M.1.L.J.) 


T 


Tate, R. S.—St. Joseph Oratory 
ored Floodlight (M.M.I.L.J.) 

Taylor, George J. — Industrial Lighting 
Visual Comfort and Cost Analysis for 
Production Lighting 293 
General Secretary Reports 813 
Thomas, M. J. B.— Phosphors for High 
Pressure Mercury Vapor Lamps (Ab- 
stract) 615 

Till, W. S. — Study of Lamp Mortality and 
Lumen Depreciation of Mercury Lamps 
as a Guide to Relamping Programs 

Toenjes, David A.— Fitting a Roadway 
Lighting Plan to Buildings, Trees and 
Grounds 369 
Trosper, Gilbert A.— New Approach to 
Highway Tunnel Lighting (Abstract) 617 
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in Col 


Boards of Managers, List of 
1956-1957 

Bobrick, Mitchell 

Books and Pamphlets 1-80A; 2-21A; 

5-31A; 6-25A; 

9-64A; 11-50A; 

Borghard, A. W. 

Bride, Noel C. 

British 1.E.S. Summer Meeting 

Brody, Seymour W. 

Brown, Byron B. 

Brown, Willard C 

Bryan, Wilham W. 

Building Conference 

Burton, Charles A. 

Butler, Gordon W 

Byrne, William J. 


1-18A; 


Calgary Study Club 

Canadian Lighting Bureau 

Canadian Regional Conference 

Cardwell, Robert 

Careers for Engineers in Illinois, Michi 

gan and Wisconsin (Book Review) 

Carothers, Chalmers J., Jr. 

Carr, Charles W. 

Carroll, Joseph G. 10-43A; 

Certified Lighting Program 2-18A; 
8-S4A; 11-35A; 


4-8A 
3-234 
8-18A 
9-61A 


11-50A 
12-20A 
10-484 
11-39A 
6-13A 
12-18A 
6-22A 
7-30A 
10-42A 
8-444 
6-25A 
6-224 
2-10A; 10-124 
10-94 

9-94 
11-50A 
1-124 


Chapman, Arthur L. 
Chase, Warren H. 
Chassaing, Brooks 
Chassaing, Joseph 
Chenault, Marvin 
Chesley, I. J. 
Chicago Lighting Institute 
Chinook Chapter, Charter Night 
Church, Eric H. 
Church Lighting, Book Review 
C.1.E., U. 8. National Committee 
Cincinnati Architectural Design Competi- 
tion , 6-184 
Clark, A. L. 12-20A 
Clark, Robert L. 6-22A 
Clary, F. Ware 8.364 
Cleaver, Oscar P. 7-30A 
Cline, Frank C. 11-40A 
Coe, E. S. 8-38A 
Coffing, W. S. 8-S7A 
Cold Cathode Trade Association Formed 9-20A 
Cole, John M. 12-20A 
Comer, Jos. E. 9.60A 
Commercial Lighting Design Course 12-18A 
Committee Personnel, List of 
1955-1956 ——— 
1956-1957 shes snatnensieainaiiina 
Common Sense in School Lighting, Book 
Review 


4-16A; 


4-23A 
10-24A 


11-50A 
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Wakefield, George P.— Esthetics of Office 
Lighting Layout = 

Wakefield, T. W.— School Lighting 

Ward, H. John — Church-Lighting Com- 
patible with Architecture (MMILJ) 

Waterman, Marshall N.—IL.E.S. Aims for 
1956-1957 

Waymouth, John F.— Factors To Be Con- 
sidered in the Design of High-Output 
Fluorescent Lamps (Abstract) 
Operating Parameters of High-Output 
Fluorescent Lamps (Abstract) 

Welch, Kenneth C. — Store Lighting 
Case for Sloping Windows 

Weitz, Charles E.— Lamp Makers’ Story 

Whitnell, J. D. — Engineered Lighting for 
Demonstration 

Williams, J. R.— Measurements in Day- 
lighted Classrooms in Arizona (Abstract) 

Wilson, Martha — Color Rendition with 
Fluorescent Sources of Illumination 

Wiseman, Robert Swern — Analysis of Ex- 
perimental Data for Interflectance The- 
ory (Abstract) vienaiaa 

Woodland, P. C. — Plastics in Lighting 


LIGHTING NEWS 


Complete Book of Garden and Outdoor 
Lighting, Book Review nadine 
Cook, Raymond E. 
Corey, J. W. 
Council and Officers, List of 
1955-1956 euneguesematenanbasiipentaied 
1956-1957 _— saniinitligtiennaaieinindamiais 
Council Meeting, Summary of 


5-31A 
8-444 
1-78A 


4-37A 

; 10-18A 
1-9A 

; 11-32A 
1-20A 
$-25A 
8-18A 

: 11-39A 
8-9A 
6-254 
5-31A 
12-20A 
12-17A 
9-58A 


Courses in Ulumination 
2-10A; 
3-24A; 


Crampton, Dr. George §. 
Crick, Paul A 

Crittenden, Dr. Eugene Casson 
Crounse, Harold Y. 
Cummings, Morris V. 
Curwen, Ernest C. 


Dameral, Ray C. 
D'Arcy, James, Jr. 
Dasher, Norman 
Dean, George Franklin 
Deaths (See Obituary) 
Delander, Robert J. 
Delaney, Thomas F., Jr. 
de la Rosa, J. C. 
Deveny, F. P. 
DeLong, Henry F. 
Diefenthaler, R. J. 
Dingman, Michael 
Directors, List of 

1955-1956 

1956-1957 
Donelson, D. L. 
Durfee, Lloyd, Jr 
Dyer, Simeon 


East Central Regional Conference 

Fastern Utility Conference, Holophane 

Edwards, William 

FEI Awards 

Ehret, Edwin L. 

Election of Officers 
1956-1957 

Electric Power Distribution 
trial Plants, Book Review . 

Ellefson, Bennett S. 

Ellis, Robert W. 

Engineering Drawing 
Book Review 

Engineering Societies 
Review 

Engineers’ Exposition 

Engineers Joint Council Meeting 


for Indus- 


and Geometry, 


Book 


Directory, 


News Index 





Epperson, J. C. 
Erb, Charles E 
Erickson, G. I 
Frnemann, Dr 
Esposite, C. F 
Evans, Ralph M. 


Alexander 


F 


Book Review 


Conference 


Fall, J 
Farm 
Farm 
Farmer 
Farrel! 


H., ll 
Lighting 
Wiring 
James A. 

Bertrand J. 

Farrington, Robert K. 

Farrington, Thayer B 

Fatz, John H. 

Faulkner, Waldron 

Faust, William C 

Faust, William D 

Feerer, Don F. 

Feig, J. H. 

Feinberg, Dr. Richard 

Fellows Elected, 1956 

Felton, John G 

Fiftieth Anniversary 1.E.S. 5-7A; 
Fiftieth Anniversary Conference, 1.6.5. 
Fiftieth Anniversary Luncheon 
Fitzpatrick, L. J. 

Flaharty, E. Way 

Flood, Charles W., Jr. 

Footcandle Levels and Interior Design 

Data, Book Review 
Found, Dr. Clifton G. 

Fox, John FE. 

Fraenckel, Victor H. 

Franking, A. H. 

Fremont, Robert §. 

French 1.F.S. Conference 

Freund, Mortimer 

Frink, Donald G. 

Fundamentals Course, McGill 

Fundamental Course, Montreal 

Fundamentals Course, New York 

Fundamentals of Lighting Course, U. 
Colorado 
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Gage, Dr. Henry Phelps 

Gambs, Arthur J., Jr. 

Georgia Section, IHlumination Course 
Gerde, Russell | 

Gill, George 

Gilpin, Earle D. 

Goddard, Charles H. 

Gold Medal Award, 1956 

Gold Medal Nominations 
Goldsmith, Dr. Alfred Norton 
Gordon, Peter B 

Gordon, Robert E. 

Gorman, William J]. 

Gorrie, Harvard H. 

Grant, Dr. Frank A. 

Granville, Walter C. 

Grattan, Harry 

Great Lakes Regional Conference 
Green Bay Study Club 
Greenhood, Robert 

Grotenhuis, A. O 

Grotta, Miss Sue 

Grounding of Industrial Power Systems, 


Book Review 


3-37A; 


H 


Haas, |. Brooks 

Hagenguth, Julius H 

Haines, John FE 

Hall, Robert L., Jr 

Hamilton, Ontario, Chapter’s 50th Anni 
versary 

Hamm, George A 

Hancock, William N. 

Handbook Committee Revived 

Hanna, Dr. Clinton R. 

Hansen, Albert, Ir 

Hanson, Dr. Weslev T., Ir. 

Hardacre, Gilbert K 

Harper, Robert € 

Harrison, Paul P 

Harrison, William 

Headquarters Staff Responsibilities 

Heating, Ventilating, Air Conditioning 
Guide, 1956, Book Review 

Heintz, Frederick H 
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5-38A 
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7-30A 
1-76A 
2-18A 
9-61A 
5-28A 
8-384 
R444 
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994 
12-174 


11-52A 
5-284 
11.394 
4-194 
1.804 
R444 
5-244 
12-20A 
11-994 
12-144 
1-174 
10-84 


9-60A 
12-17A 
11-40A 
4-144 


5-S8A 
2-18A 


1-8A 
9-8A 
Herold, George F. 1-76A 
Heywood, Stan 5-284 
Hickox, Dr. George H. 9.58A 
Hill, O. A, 2-18A 
Hittle, Rollo 5-284 
Hobbs, Leonard A. 1-78A 
Hobson, Dr. Jesse E. 1-76A 
Hooven, Morris D. 12-17A 
Hoplev, David 2-18A 
Honorary Member's Scroll to Dr. Lang- 

muir 
Hooey, 
Hoot, R. M 
Horn, Caroline 
Horton, George A. 

Housepower” Forums Campaign 
How to Decorate and Light Your Home, 
Book Review 
Howard, Dr. George W. 
Huerkamp, Edward C. 
Hughes, Arthur V. 
Hutchinson, James N 


L.E.S. Members 
6-8A; 8-8A; 


with 


5-B8A; 


Here and There 


12-10A 

J. 10-444 
10-43A 
1-764 

9-10A 

11-364 


Mervin 


221A 
5-2RA 
1-78A 
10-444 
12-174 


1.E.8. Council and Officers, List of 
1955-1956 
1956-1957 

LES. 50th 


704; 
Anniversary Celebrations 
4-7A; 6-164; 
L.E.S. Officers, 1956-1957 7-23A; 
Illuminating Engineering Research Insti- 
tute 
Indoor Lighting for Plants 
Industrial Lighting Clinic 
Inter-Mountain Regional Conference 
Irvin, John 
IsCC Annual Meeting 
ISCC-NBS Method of Designating Colors 
and a Dictionary of Color Names, Book 
Review 
It Seems 6-204 
10-124 


222A; 

O-61A; 

I Want to Know About the Electric In 
dustry, Book Review 

Illuminating Engineering Course, 
Review 

International Commission 
tion (See CIE.) 


lo Me 


S-41A 
Book 

3-38A 
on Illumina 


Jacobsen, Donald §. 
James, John W. 
Japanese Study 
Jassim, Albert 
Jensen, Bruce J. 
Johannesen, Robert H. 
Johnson, William B. 
Jolliff, E. Nathan 


Team 
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Kagin, Morris 
Kallenberger, Rov O 
Kastner, Christopher T. 
Kelleher, Cornelius J. 
Klaus, William | 
Klingsick, O. C. 
Klingsick, O. W. 
Koch, Karl M 

Kolts, Harvey § 
Krieger, James 
Krinard, Charles W. 
Kuschwa, Robert L. 
Kuzel, Robert J., Jr. 
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Lander, Edna 
Lander, Louis 
Lang, Robert L. 
Laughlin, Wm. J. 
Laupp, Charles N. 
Lawler, James J. 
Lawton, David B. 
Lea, FE. A 

Frank B. 


Problems 


~~ a 
o<ce 


oO we beh 


Lee, 

legal 
Review 

LeMaster, Ray 

Lerten, Benjamin A. 

Letters to the Editor 

Levaur, Sam 


in Engineering, Book 


> 


= 


See It Seems to Me) 


_ 


Lewinson, Leonard J. 

Liepold, Richard E. 

Light and Vision Symposium 8-9A; 

Light, an Aid to Sight, Book Review 

Lighting Calendar (See Scheduled Events) 

Lighting Course, Cleveland Section 

Lighting Course in Florida 

Lighting Design Course, Cleveland Sec- 
thon 

Lighting Education Award 

Lighting Library, Chicago 

Lighting the Stage, Book Review 

Lighting Wiring Courses by CLI 

Lindeberg, Richard H. 

Local Representatives, 
1955-1956 

Long, Carl S., Jr. 

Loock, F. F. 

Lothamer, Russel! L. 

Lowell, W. P., Ir 

Lynch, William G. 


List of 


M 


Test Film 


Macbeth, Norman 

Magnetic Signal Level 

Mahoney, James F. 

Maine Extension Meeting 

Maintenance Contractors 
ence 

Maize, Fdwin R., Jr. 

Manning, Fdwin R. 

Manrique, Juan 

A. Homer Manwaring Dies 

Maritime Conference 

Marks, Gerald 

Marsella, Anthony 

Matthews, William C. 

Mayer, Donald |. 

McChesney, William F. 

McClellan, Sod 

McFarlane, \Varren 

McGovern, J. R. 

McGuire, W. A. 

McIntyre, Richard J. 

McPherson, Frank C. 

Medal Award, 1956 

Membership Statistics 

Menard, Russell R. 

Merrill, John B. 

Metz, Albert F. 

Michigan Residence Lighting Forum 

Michigan Store Lighting Conference 

Midwestern Regional Conference 

Milwaukee Spring Conference 

Montreal Section Studies 
Lighting 

Morris, George 

Mors, Robert J. 

Mulhauser, Harold 

Mullen, J. J., Jr. 

Munding, W. A. 

Murphy, Professor F. H. 

Murray, Donald D 


Annual Confer- 


Television 
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National and Local Officers 

1955-1956 

1956-1957 7-234; 
National Electrical Week 2-18A; 
National Lighting Bureau (See Certified 

Lighting Program) 
National Science Foundation Grants 
National Technical Conference 1956 
NBS To Relocate 
Nealon, Louis L. 
Neece, B. C. 
Neidhart, John J. 
Nelson, David H. 
Nemee, Bovee 
Nesbitt, Robert EF. 
Nesvig, Elliot M 
New England Electrical Show 
New Equipment Data 
New LES. Region Established 
Newman, Louis E. 
New Members, List of 

S-41A; 4-19A; 
7-34A; 8-36A; 

Nichols, Charles T. 
Nickerson, Dorothy 
Norris, Stewart 
Northwest Regional Conference 
Noxon, Elwood W. 
Nutt, Marshall D 
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1-80A; 
5-40A; 
11-52A; 
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4-374 
10-18A 
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9-164 
12-17A 
1-78A 
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11-40A 
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-19A 
1A 
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5-18A 
11-394 
2-22A 
6-25A 
12-20A 
10-43A 
9-18A 
5-28A 
7-12A 
‘1-39A 
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1-31A; 5-31A; 8-36A 
10-44A; 11-40A; 12-20A 
1-78A 
1-78A 


Oberle, F. W. 
Obituaries 


O'Brien, W. V. 
Odquist, Maurice V. 
Office and Drafting Room Lighting Solu- 
tions, Book Review 
Officers and Council, List of 
1955-1956 
1956-1957 7-23A 
Official Representatives to Other Organi 
vations, List of 
1955-1956 
Ogden, Frank M. 
O'Neil, Donald J. 
Operation 1.E.S. 


11-52A 


4-374 
10-18A 


4-32A 
8-36A 
11-39A 
S-24A 
6-15A 
916A 
12-20A 
11-39A 


Orzech, Joseph P. 
O'Shea, Carroll L. 


P 


Packard, David 
Page, George H. 
Palmetto Chapter Hlumination Course 


R444 
7-30A 
2-104 
8-I8A 
1-10A 
524A 
6-254 
11-404 
G-5RA 
6-224 


Panhandle Chapter Charter 
Panhandle Chapter Receives Gavel 
Papp, Lawrence C. 

Patterson, George 

Peterson, Carl A. 

Pettegrew, Marion F. 
Philadelphia Membership Drive 
Pike, Ralph E. 

Plastics Engineers Conference 
Poor, Frank A. 

Portner, Louis J. 

Prentiss, Major General Louis W. 
Pritchard, Charles R. 


Q 


Queer, Elmer R. 


5-31A 
8-36A 
9-60A 
6-15A 


Rand, G. Dallas 3-37A; 
Randall, W. C. 
Rayner, John W. 
Regional Vice-President, Life of 
Regional Vice-Presidents, List of 
1955-1956 
1956-1957 
Register, George R. 
Rehfeld, Walter L. 3-294 
Research Symposium 12-7/ 
Residence Lighting Contest 7-30A 
Residence Lighting Forum, St. Louis 1-31A 
Rice, D. W. 6-25A 
Rivera, M. Morin 10-424 
RLM Specifications Book 
Review 5-38A 
Roach, William J. 5-28A 
Roberts, J. F. 10-434 
Robison, Chas. E., Jr. 9-604 
Rochester Section Tenth 12-17A 
Roisman, Ben 1-80A 
Roster of 1.E.8. Membership 4-84 
Roth, Paul 10-424 
Rutherford, Thomas S. 10-444 


4-37A 
7-23A; 10-18A 
12-17A 


Book — 1956, 


Anniversary 


Saby, Dr. John S. 
Safety Engineers Technical Journal 
St. Maurice Chapter 
Scheduled Events 
4-9A; 
G-19A; 
Scherck, Gordon 
Schey, Richare € 
Schisler, Daniel A. 
Schlig, Joseph 
Scholarship Awards, University of Illinois 
“School Planning’ Child Research 
School Vision Conference 
Section and Chapter Ofhcers, List of 
1955-1956 
1956-1957 
Section Officers, 1956-1957 
Seldon, Charles H. 
Shelby, Robert E. 
Shelor, Fred 
Sherman, Ralph A. 
Sholander, Edward 
Shotwell, C. C. 
Shuck, Gordon R. 
Siebs, C. T. 
Siegrist, George S. 
Simon, Ralph 
Singleton, J. L. 
Slattery, Richard J. 
Slauer, Richard G. 
Slepian, Dr. Joseph 
Sloan, F. M. 
Sloan, Robert J. 
SMPTE Convention 
SMPTE Symposium, TV Studio Lighting 
Snoots, Wynne 
Social Security for Engineers 
South Central Region V-P Chosen 
Southern Regional Conference 
Southern Region Divided in Two 
South Pacific Coast Conference 
Southwestern Regional Conference 
Spring Conference, Iowa Section 
Stapleton, George M. 
Steele, Hovt P. 
Steele, Robert E. 
Standardization TV 
Stodter, Charles 5. 
Store Lighting Clinic, New York 
Store Modernization Centers 
Street Lighting Slides E.E.1. 
Student Activities, U. of Miami 
Student Design Competition 
Study of the Thermal Aspects of the 
Lighting System—Part I—Its Relation 
to the Cooling Load, Book Review 
Sullivan, Francis J. 
Supervisors Safety Manual, Book Review 
Sustaining Members, List of 1-34A; 
Sustaining Member News 1-26A; 
Swann, Charles B. 
Swedenborg, A. E. 
Svkes, Colonel H. F., Jr. 
Srasz, Dr. George 


Lighting 


T 


Tait, Frank M. 

Tate, V. Robins 

lavior, George ]. 

Taylor, Helen D. 

Technical Committee Forum Meeting 


11-39A 
4-8A 
3-29A 
2-13A 
8-354 


5A; 12-18A 


$-29A 
1-80A 
G-O0A 
11-39A 
9-23A 
4-10A 
10-10A 


4-374 
10-18A 
7-23A 
1-76A 
11-39A 
844A 
3-37A 
6-22A 
10-43A 
12-20A 
1-76A 
4-19A 
9.584 
1-78A 
6-25A 
12-17A 
1-16A 
11-39A 
8-36A 
5-18A 
1-12A 
5-28A 
4-10A 
8-36A 
5-11A 
5-18A 
7-9A 
6-94 
5-8A 
5-28A 
1-78A 
1-31A 
8-3I1A 
7-34A 
3-29A 


Technical Committee Reports, How They 
Develop 

Test, Russeii L. 

Thallon, Robert 

Thompson, Harold 

Trafic Engineering Fellowships at Yale 

Training Course in Georgia 

Tremaine, Burton G., Jr. 

Truman, Francis M. 

Trundle, Robert C. 

Iwin City Lighting Course 

Iwin City Section’s 50th 
Celebration 

Twin City 
Forum 


Anniversary 


Section Residence Lighting 


U 


U. S$. National Committee, C.1.E. 


V 


Vacca, Richard G. 

Vennard, Edwin 

Vershure, Roy 

Visual Research Specialists Meet 
Volkmer, Theodore F. 

Voss, Lawrence 


W 


Waggoner, Raymond M. 

Wallace, Thomas M. 

Walsh, William M. 

Waterman, Marshall N 

Watkins, Joel H. 

Watson, L. M. 

Wechsler, Lawrence A., Jr. 

Western New York Section 
Course 

Wetmore, Charles C. 

Wexler, Harry 

Whitehead, James F., Jr. 


Lighting 


3-29A; 
Why Good Voltage Means Consumer 
Satisfaction to Rural Electric Co-opera- 
twes, Book Review 
Wide-Screen Motion Pictures 
Williams, Arthur O. 
Williams, S. B. 
Wilson, F. I. 
Wilson, Harry F. 
Wilson, Scott 
Winget, R. E. 
Wiring Design Course 
Wiring Methods and Controls Course 
Wirths, Wallace R. 
Witting, Chris J. 
Wood, Robert E., Jr. 
Woodall, James E. 
Worrell, D. FE. 
Wrve, V. L. 
Wyatt, Francis D. 


Y 


Yankee Chapter Charter 
Your Eyes After Forty, 


Z 


Book Review 


Zabel, R. M. 

Zersen, Carl W. 
Zinsmeister, Harry C. 
Zinsmeister, Robert C. 


News Index 


5-20A 
12-20A 
10-42A 
10-434 
8-264 
-17A 
-78A 
3-36A 
S4A 
-36A 


16A 


11-39A 

2-18A 
10-444 
11-39A 





3. PERSONNEL 


Personnel Listing of 1955-1956 and 1956-1957 national and local officers, committees, official 
representatives to other organizations. The 1956-1957 listing is complete as of December 13, 1956. 
For later appointments, see index to 1957 or committee listings in ILLUMINATING ENGINEERING. 


A 


ABRAMOWITZ, ABRAHAM, City College of 
New York, 139th & Convent Ave., New York 31, 
N. ¥. 

Nomenclature Committee, 1955-1957; Commit- 
Lighting Education, 1955-1956; Sub- 
on Curriculum of the Committee 
1955-1956. 
Drive, 


tee on 

committee 

on Lighting Education, 
ADAMS, FE. Q., Clement 
Heights, Ohio. 

Nomenclature Committee, 
ADRIAN, W. M., Luminator 
Peoria St., Chicago 80, Ill. 

Chairman, Marine Transportation Subcom- 

mittee of the Committee on Public Convey- 

ances — Interior Lighting, 1956-1957; Mem- 

ber, 1955-1956 
ALEXANDER, H. W., American Sterilizer Co., 
Erie, Pa. 

Subcommittee on Hospitals of the Institutional 

Committee, 1955-1957 
ALLEN, C. J., General Electric Co., 
Cleveland 12, Ohio. 

Secretary, Cleveland Section, 1956-1957; Secre- 

tary, School Lighting Committee, 1955-1957; 

Subcommittee on Lower Ceiling Classrooms of 

the Daylighting Committee, 1955-1957. 
ALLISON, R. C., T. Eaton Co., 190 Yonge St., 
Toronto, Ont., Canada 

Committee on Store 

Chairman, Committee on 

nation, 1955-1956. 
ALLPHIN, WILLARD, Sylvania Electric Prod- 
ucts Inc., 60 Boston St., Salem, Mass. 

School Lighting Committee, 1955-1957: Com 

mittee on Standards of Quality and Quantity 

for Interior Illumination, 1955-1957 
ALLSOPP, E. BRUCE, Allsopp & Simpson Ltd., 
620 Northern Hardware Bldg., Edmonton, Alta., 
Canada. 

Secretary, Edmonton Chapter, 1956-1957. 
ALMRYDE, A. S., Public Service Co. of No. 
Illinois, Skokie Highway, Northbrook, Ill 

Committee on Constitution and By-Laws, 1955- 

1957; Office Lighting Committee, 1955-1957; 

Committee on Handbook Revision, 1955-1957. 
AMICK, C. L., Day-Brite Lighting Inc., 411 
Bulwer St., St. Louis 7, Mo. 

Office Lighting Committee, 

bership Committee, 1956-1957; 

vision Committee, 1956-1957; National Tech- 

nical Conference Committee, 1955-1956. 
ANDERSON, A., British Columbia Electric 
Railway Co., 570 Dunsmuir St., Vancouver 2, 
B. C., Canada. 

Secretary, British Columbia Section, 1956-1957 
ANDERSON, GEORGE T., JR., Philadelphia 
Electric Co., 1015 Chestnut St., Philadelphia 7, 
Pa. 

Vice-Chairman, Subcommittee on Technical 

Data Sheets of the Publications Committee, 

1955-1956; Member, 1956-1957; Vice-Chair 

man, Subcommittee on Editorial Content of 

the Publications Committee, 1955-1956. 
ANDERSON, HERBERT A., Duro Test Corp., 
2321 Hudson Blvd. North Bergen, N. J. 

Committee on Light Sources, 1955-1957; 

Progress Committee, 1956-1957; Secretary, New 

York Section, 1955-1956 
ANDERSON, W. T., JR., Hanovia 
Mfg. Co., Newark 5, N. Y. 

Searchlight Committee, 1955-1956; 

Subcommittee of the Searchlight 

1955-1956. 

ANGIER, J. F., Civil Acronautics 
tion, Washington 25, D. C. 

Aviation Lighting Committee, 1955-1956. 
ARENBERG, A. L., Luminator Inc., Box 
A, Chicago, Il. 

Committee on Public Conveyances (Interior), 

1955-1957; Interior Lighting — Land Trans- 

portation Subcommittee of the Committee on 

Public Convevances — Interior Lighting, 1955- 

1957. 


Mapie 


5525 


1955-1957. 
Inc., 120 N. 


Nela Park, 


1955-1957; 
and lumi 


Lighting, 
Color 


1955-1957; Mem- 
Handbook Re 


Chemical & 


Auxiliaries 
Committee, 


Administra- 


6200 


Personnel Index 


ARNER, W. J., Libbey-Owens.Ford Glass Co., 
1701 East Broadway, Toledo 5, Ohio. 
Daylighting Committee, 1955-1957; Subcom- 
mittee on Brightness Ratio Measurements of 
the Daylighting Committee, 1956-1957; Chair- 
man, 1955-1956; Subcommittee for Revision of 
“Recommended Practice of Daylighting” of 
the Daylighting Committee, 1955-1957. 
ARONSON, A. A., Northern States Power Co., 
15 S. Fifth St., Minneapolis, Minn. 
Chairman, Twin City Section, 1956-1957. 
ASHE, J. F., Kopp Glass Inc., Swisswale, Pa. 
Aviation Lighting Committee, 1955-1956. 
ATHERTON, C. A., Route |, Concord, N. H. 
Committee on Allied Arts, 1956-1957. 
ATKINSON, C. HARRY, Christian Herald, 27 
East 39th Street, New York 16, N. Y. 
Advisor to Subcommittee on Auditoriums and 
Churches of the Institutional Committee, 1955- 
1956 


BABCOCK, ROBERT D., General Electric Co., 
185 Church, New Haven, Conn. 

Secretary, Connecticut Section, 1955-1956. 
BAGLEY, W. M., Sylvania Electric Products 
Inc., Wheeling, W. Va. 

Joint Subcommittee — 1.E.8.-SPI-NEMA (Plas- 

tics) of the Committee on Light Control and 

Equipment Design, 1955-1957. 

BAHLS, E. FRED, Philadelphia Electrical & 
Mfg. Co., 1236 N. Sist St., Philadelphia 21, Pa. 

Subcommittee on ‘Color-Appraisal of the In- 

dustrial Lighting Committee, 1955-1956. 
BAKEMAN, C. T., C. T. Bakeman & Asso- 
ciates, 445 Brvant St., San Francisco 7, Calif. 

Office Lighting Committee, 1955-1957. 
BAKER, ERWIN, Sylvania Electric Products 
Inc., 60 Boston St., Salem, Mass. 

Farm Lighting Committee, 1955-1956. 
BAKER, GEORGE, Pacific Gas & Electric Co., 

86 So. 3rd St., San Jose 14, Calif. 

Chairman, San Jose Chapter, 1956-1957. 
BALDWIN, D. M., National Safety Council, 425 
N. Michigan Ave., Chicago, Ill. 

Subcommittee on Pavement Surfaces of the 

Committee on Street and Highway Lighting, 

1955-1956. 

BALE, JAMES R., Westinghouse Flectric Corp., 
1216 W. 58th St., Cleveland |, Ohio. 

Committee on Sports and Recreational 

Lighting, 1955-1957. 

BALLARD, R. E., Connecticut Light & Power 
Co., P.O. Box 2010, Hartford, Conn. 

Subcommittee on Luminaire Maintenance of 

the Committee on Street and Highway Light- 

ing, 1955-1957. 

BARBROW, L. E., National Bureau of Stand- 
ards, Washington, D. C. 

Daylighting Committee, 1955-1957; Committee 

on Light Sources, 1955-1957; Committee on 

Standards of Quality and Quantity for Interior 

Illumination, 1955-1957; Papers Committee, 

1955-1957; Nomenclature Committee, 1955- 

1957; Subcommittee on Review of Editorial 

Content of the Publications Committee, 1955- 

1957: Official Representative, U. S. National 

Committee of the International Commission 

on Illumination, 1955-1956 
BARCLAY, W. S., 91 St. Paul Street, Rochester 
4. N. ¥. 

Chairman, Rochester Section, 1955-1956. 
BARNES, JAMES E., Pacific Gas & Electric Co., 
Cor. 4th & “E” Sts., San Rafael, Calif. 

Chairman, Subcommittee on Sawmills of the 

Industrial Lighting Committee, 1955-1957. 
BARR, T. M., Central Hudson Gas & Electric 
Corp., 47 Cannon St., Poughkeepsie, N. Y. 

Farm Lighting Committee, 1955-1956. 
BARR, WILLIAM G., National Parking Asso- 
ciation, 711 14th Street N. W., Washington 5, 
D. Cc. 

Subcommittee on Lighting of Service Stations 

and Parking Areas of the Store Lighting 

Committee, 1955-1956. 


Area 


BARRY, BARTHOLOMEW D., JR., Northern 
Berkshire Electric Co., 21 Bank St., North 
Adams, Mass. 

Secretary, Yankee Chapter, 1956-1957. 
BARTELT, J. A., Dept. of the Navy, Bureau 
of Aeronautics, Code EL-S 21, Washington 25, 
D.C. 

Chairman, Searchlight Committee, 1955-1957; 

Committee on Elements of Signal Lighting, 

1955-1957; Chairman, Executive Subcommittee 

of the Searchlight Committee, 1955-1957; Sub- 

committee on Revision of TES Lighting Hand- 

book of the Searchlight Committee, 1956- 

1957. 

BATEMAN, J. W., Canadian General Electric 

Co. Ltd., 212 King St. W., Toronto, Ont., Can- 

ada. 

Co-Chairman, Coordinating Committee for 

Defense, 1955-1957; Sports and Recreational 

Areas Committee, 1955-1957; National Tech- 

nical Conference Committee, 1955-1957. 
BATES, FORD, Omaha Public Power District, 
718 Electric Power District, Omaha 2, Nebr. 

Chairman, Cornhusker Chapter, 1956-1957. 
BAUER, G. F., Pennsylvania Wire Glass Co., 
1612 Market St., Philadelphia 3, Pa. 

Daylighting Committee, 1955-1956. 

BAUER, |]. S., Penn Wire Glass Co., 1612 Mar- 

ket St., Philadelphia 3, Pa. 

Interior Lighting — Land Transportation Sub- 

committee of the Committee on Public Con- 

vances — Interior Lighting, 1956-1957. 
BAUMGARTNER, GEORGE R., General Elec- 
tric Co., Nela Park, Cleveland 12, Ohio. 

Committee on Light Control and Equipment 

Design, 1955-1957. 

BEADLE, THEO. W., Washington Water Power 

Co., P. O. Drawer 1445, Spokane 10, Wash. 
Secretary, Inland Empire Chapter, 1956-1957. 

BEAGLE. H. §S., Electrical Testing Laboratory, 
East End Ave., at 79th St., New York 21, N.Y. 
Subcommittee on Pavement Surfaces of the 
Committee on Street and Highway Lighting, 
1955-1957; Subcommittee on Luminaire Main- 
tenance of the Committee on Street and High- 
way Lighting, 1955-1957. 

BEALS, G. W., Miller Company, Meriden, Conn. 
Chairman, Committee on Procedures and 
Policies, 1955-1957; Advance Planning Com- 
mittee, 1955-1957; Advisory Board to the 
President, 1955-1957. 

BEEK, WALTER E., B. C. Electric Co., 

Douglas St., Victoria, B. C., Canada. 
Secretary, Vancouver Island Chapter, 
1957. 

BEGGS, E. W., 

Bloomfield, N. J 
Progress Committee, 1955-1957; Subcommittee 
on Color Rendition of the Committee on Light 
Sources, 1955-1957; Subcommittee on Visibility 
under Fog Conditions of the Committee on 
Street and Highway Lighting, 1955-1957. 

BELDEN, STEWART, Arma _ Corporation, 

Roosevelt Field, Garden City, L. 1., N. Y. 
Searchlight Committee, 1955-1957; Light 
Sources Subcommittee of the Searchlight Com- 
mittee, 1955-1957. 

BFLTZ, L. L., Ford Motor Company, Dearborn, 

Mich 
Committee on Motor 
rior), 1955-1957. 

BENSON, ANITA, Northland Electric Supply 

Co., 521 S. 10th St., Minneapolis, Minn. 
Committee on Residence Lighting Forums, 
1956-1957. 

BENSON, B. S., JR., Benjamin Electric Mfg. 

Co., Des Plaines, Il. 

Chairman, Committee on Lighting Design 

Practice, 1955-1957; Vice-Chairman, Papers 

Committee, 1956-1957; Sports and Recreational 

Areas Committee, 1955-1957; I.E.S.-U. 8. Pub- 

lic Health Service Committee, 1955-1957; Task 

Committee — Joint TES and Outdoor Adver- 

tising Ass'n, 1956-1957; Subcommittee on Re- 

view of Editorial Content of the Publications 

Committee, 1955-1957; Chairman, Committee 


1501 
1956- 


Westinghouse Electric Corp., 


Vehicle Lighting (Exte- 


1956 





on Ilumination Performance Recommenda- 

tions, 1955-1956; Papers Committee, 1955 

1956; Alternate Kegional Representative, Na- 

tional Board of Nomination, 1955-1956; Sub- 

committee on Service Station and Parking 

Areas of the Committce on Store Lighting 

1955-1956. 
BERDON, 5S. C., 
Inc., 317 Bayonne St., 

Chrairman, New Orleans Section, 
BERENS, CONRAD, 111 E. 59th St., 
22, N. Y 

Board of Trustees, 

Research Institute, 
BERENSTEIN, JULES C., 
Chicago 40, Ill. 

Subcommittee on Theatres of the Institutional 

Committee, 1955-1956. 

BERRY, C. J., Baltimore Gas and Electric Co., 

Baltimore, Md. 

Lighting Service Committee, 
BERTSCHE, R. H., General 
Coach Div., General Motors Corp., 
Blvd. E., Pontiac 11, Mich. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1955-1957. 
BESAL, R. J., Steber Manufacturing Co., 2700 
Roosevelt Road, Broadview, Ill. 

Subcommittce on Service Station and Parking 

Areas of the Committee on Store Lighting, 

1955-1956. 
BEVAN, ROY E., 
Inc., 2936 E. 46th St., 

Secretary, Southern 

1957. 

BIESELE, R. L., JR., 
Norman, Okla. 

School Lighting Committee, 1955-1957; Davy- 

lighting Committee, 1955-1957; Committee on 

Education, 1956-1957; Committee on Color 

and Illumination, 1955-1956; Research Execu- 

tive Committee, I.E. Research Institute, 1955- 

1956. 

BILLHARTZ, W. H., 
Lock Haven, Pa. 

Committee on Lighting Education, 1955-1956; 

Subcommittee on Revision of “Experiments 

with Light” of the Committee on Lighting 

Education, 1955-1956. 

BLACKWELL, H. R., Vision Research Labora- 
tory, 3433 Mason Hall, University of Michigan, 
Ann Arbor, Mich. 

Committee on Standards of Quality and 

Quantity for Interior Hlumination, 1955-1957; 

Committee on Elements of Signal Lighting, 

1955-1957; Coordinating Committee for De- 

fense, 1955-1957. 
BLEFCKER, ANTHONY L., 
tric Company, 1015 Chestnut St., 
5, Pa. 

Subcommittee on Auditoriums and Churches 
of the Institutional Committee, 1955-1957. 
BLEISCH, NELSON J., Union Electric Co. of 

Missouri, 215 N. 19th St., St. Louis 1, Mo. 

Residence Lighting Forums, 1955-1957; Resi- 

dence Lighting Data Sheet Subcommittee of 

the Publications Committee, 1956-1957. 
BLINKILDE, PAUL J., Chrysler Corp., 
Div., P. O. Box 1118, Detroit 31, Mich. 

Committee on Motor Vehicle Lighting (Exte- 

rior), 1955-1957. 
BLITZER, WILLIAM F., 
York I!, N. Y. 

Residence Lighting Committee, 1955-1957. 
BLOMQUIST, S. A., Blomquist & Brown, 255 

S. Sth E., Salt Lake City, Utah. 

Chairman, Utah Section, 1955-1956. 

BOCK, JOHN F., 1568 Bradley St., Schenectady, 
N.Y. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1955-1957; Subcommit- 

tee on Guide for Photometry of Searchlights 
and Subcommittee for Photometric Testing of 

Outdoor Fluorescent Luminaires of the Com- 

mittee on Testing Procedures for Mlumination 

Characteristics, 1955-1957. 

BODKIN, W. N., Philadelphia Transportation 
Corp., 820 Dauphin St., Philadelphia, Pa. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1955-1957. 
BOGGS, J. C., Engineer and Research Develop- 
ment ‘Labs., Fort Belvoir, Va. 

Liaison Representative, Searchlight Committee, 

1956-1957; Subcommittee on Visibility of Tar- 

gets of the Searchlight Committee, 1956-1957. 


New Orleaus Public Service 
New Orleans 12, La. 
1956-1957. 
New York 


Illuminating Engineering 


1955-1956. 
4980 Marine Drive, 


1956-1957. 
Motors Truck & 
660 South 


Sylvania Electric Products 
Los Angeles 58, Calif. 
California Section, 1956 


University of Oklahoma, 


State Teachers College, 


Philadelphia Elec- 
Philadelphia 


Eng. 


59 W. 12th St., New 


1956 


ROGHOSIAN, E., Dept. of the Navy, Bureau of 
Ships. Code #350, Washington 25, D. C. 

Chairman, Committee on Public Conveyances— 

Interior Lighting, 1956-1957; Member, 1955- 

1956; Searchlight Committee, 1955-1957; 

Chairman, Subcommittee on Nomenclature of 

the Searchlight Committee, 1955-1957; Execu- 

tive Subcommittee of the Searchlight Commit- 
tee, 1955-1957; Marine Transportation Sub- 
committee of the Committee on Public Con- 
veyances — Interior Lighting, 1955-1957; Sub- 
committee on Revision of the I1.E.S. Lighting 

Handbook of the Searchlight Committee, 1956- 

1957. 

BONSIGNORE, SALVATORE, Columbia Broad- 
casting System, 485 Madison Ave., New York 
22, N. Y. 

IES-SMPTE Joint Committee, 1955-1956; 

Committee on Television — Lighting for Pro- 

duction, 1955-1956; Subcommittees on Light- 

ing Equipment Performance Ratings and on 

Lighting Practices of the Committee on Tele- 

vision — Lighting for Production, 1955-1956. 
BOOTH, W. W., General Electric Supply Corp., 
1260 Boston, Bridgeport 8, Conn. 

Finance Committee, 1956-1957; Chairman, 

1955-1956; National Technical Conference 

Committee, 1955-1956; Trustees 1.E.S. Head- 

quarters Retirement Pension Plan, 1955-1956. 
BOURDON, D. J., Amalgamated Electric Corp. 
Itd., 677 Notre Dame Ave., Winnipeg, Man., 
Canada. 

Chairman, 

Secretary, 1955-1956. 
BOURGEOIS, HARRY W., 
Nashville 4, Tenn. 

Secretary, Tennessee Valley Section, 1956-1957. 
BOWEN, JOHN, 139 Justin, Shreveport, La. 

Secretary, Ark-La-Tex Chapter, 1956-1957. 
BOWIE, F. G., F. G. Bowie & Sons, 44 Willard 
Ave., Ottawa, Ont., Canada. 

Secretary, Ottawa Chapter, 
BOWYER, RAY H., Lawson 
212 S. Kenosha, Tulsa 3, Okla. 

Chairman, Oil Capital Section, 1955-1956. 
BOYD, R. A., University of Michigan, Engineer- 
ing Research Institute, Ann Arbor, Mich. 

Daylighting Committee, 1955-1957; Chairman, 

Coordinating Subcommittee of the Committee 

on Daylighting, 1956-1957; Subcommittee on 

Availability of Daylighting (Exterior) of the 

Committee on Daylighting, 1955-1957; Sub- 

committee on Brightness Ratio Measurement 

of the Daylighting Committee, 1956-1957 
BOYDEN, JAMES P., JR., Westinghouse Elec- 
tric Corp., 306 Fourth Ave., Pittsburgh 30, Pa. 

Chairman, Pittsburgh Section, 1956-1957. 
BOYLEN, ALFRED, Klieg! Bros., $21 W. 

St., New York, N. Y. 

Subcommittee on Theatres of the Institutional 

Committee, 1955-1957; 1.E.S..SMPTE Joint 

Committee, 1955-1956. 

BOYLES, LLOYD, Oklahoma Gas & Electric Co., 
$21 N. Harvey, Oklahoma City, Okla. 

Secretary, Central Oklahoma Chapter, 

1957. 
BRADLEY, J. V., 
Palmer St., Arlington, Mass. 

Searchlight Committee, 1955-1956. 
BRADLEY, R. D., Day-Brite Lighting, Inc., 
5411 Bulwer St., St. Louis 7, Mo. 

School Lighting Committee, 1955-1957; Com- 

mittee on Lighting Maintenance, 1955-1957; 

Committee on Testing Procedures for Ilu- 

mination Characteristics, 1955-1957: Subcom- 

mittee on Guide for Photometric Testing of 

Fluorescent Luminaires and on _ Practical 

Guide for Brightness Measurements of the 

Committec on Testing Procedures for Ilumi- 

nation Characteristics, 1955-1957; Joint Sub- 

committee — 1.E.8.-SPI-NEMA (Plastics) of the 

Committee on Light Control and Equipment 

Design, 1955-1956. 

BRADY, F. B., Air Transport Association, 
16th St. N. W., Washington 6, D. C. 

Aviation Lighting Committee, 1955-1956. 
BRAINERD, A. A., Star Route, Frwinna, Pa. 

Daylighting Committee, 1955-1957; Lighting 

Maintenance Committee, 1955-1957; Industrial 

Lighting Committee, 1955-1957; Official Rep- 

resentative, U. S. National Committee of the 

International Commission on Iumination, 

1955-1956; Subcommittee on Central Station 

Properties of the Industrial Lighting Commit- 

tee, 1955-1956. 

BRAMLEY, C. S., General Electric Co., 570 
Lexington Ave., New York 22, N. Y. 


Winnipeg Chapter, 1956-1957; 


1805 Harjes St., 


1955-1956. 


Electric Supply, 


50th 


1956- 


Day Brite Lighting Inc., 137 


1107 


Committee on Ielevision — Lighting for Pro- 

duction, 1955-1956. 

BRANHAM, CECIL H., Box 27, St. 
Station, Minneapolis 16, Minn. 

Chairman, Twin City Section, 1955-1956. 
BRECKENRIDGE, F. C., National Bureau of 
Standards, Washington, D. C. 

Chairman, Committee on Elements of Signal 

Lighting, 1955-1957; Subcommittee on Review 

of Editorial Contest of the Publications Com- 

mittee, 1956-1957; Aviation Lighting Commit- 

tee, 1955-1956. 

BREDAHL, A. C., Westinghouse Electric Corp., 
Gateway Bldg. 3, Pittsburgh 30, Pa. 

Official Representative, Industry Committee in 

Connection with Revision of “Handbook of 

Interior Wiring Design,” 1955-1956. 
BREUSEWITZ, M. H., Wisconsin Electric 
Power Co., 231 W. Michigan St., Milwaukee, 
Wis. 

Secretary, Milwaukee Section, 1956-1957. 
BRIGGS, C. W., Steel Founders’ Society of 
America, 920 Midland Bldg., Cleveland, Ohio. 

Subcommittee on Foundries of the industrial 

Lighting Committee, 1955-1956. 
BROCARD, MRS. TULA, U. S. 
Service, > 

L.E.S.-U, 

1955-1957. 
BRODEUR, ARTHUR C., 
chusetts Electric Co., 65 State St., 
Mass. 

Chairman, Yankee Chapter, 1956-1957. 
BROMBERG, ROBERT, Div. of Engineering, 
Univ. of Calif., Los Angeles, Calif. 

Nomenclature Committee, 1955-1956. 
BROTZMAN, R. P., Philadelphia Electric Co., 
2301 Market St., Philadelphia, Pa. 

Street and Highway Lighting Committee, 

1955-1957; Subcommittees on Luminaire Main- 

tenance and on Mercury Vapor Lighting of 

the Committee on Street and Highway Light- 

ing, 1955-1957. 

BROWDER, J. B., JR., Georgia Power Co., 75 
Marietta St., N. W., Atianta 1, Ga. 

Treasurer, 1956-1957; Council Executive Com- 

mittee, 1956-1957; Ex-officio Member, Finance 

Committee, 1956-1957; Tvustees I.F.S. Head- 

quarters Retirement Pension Plan, 1956-1957; 

Chairman, 1957 Conference Executive Com- 

mittee, 1956-1957; National Technical Con- 

ference Committee, 1955-1957; Committee on 

Constitution and By-Laws, 1955-1957. 
BROWN, DONALD R., Crouse Hinds Company, 
Wolf & Seventh North Sts., Syracuse 1, N. Y. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957; Subcommittee on Light- 

ing of Outdoor Production Areas of the 

Industrial Lighting Committee, 1955-1956; 

Subcommittee on Service Station and Parking 

Areas of the Store Lighting Committee, 1955- 

1956. 

BROWN, J. W., Central L!linois Light Co., 316 
S. Jefferson, Peoria, Ill. 

Chairman, Central Illinois Chapter, 
BROWN, L. H., Iumination Laboratory, 
ford, Calif. 

School Lighting Committee, 

mittee on Lighting Education, 1955-1957; 

Subcommittee on Curriculum of the Commit- 

tee on Lighting Education, 1955-1956. 
BROWN, R. B., JR., Boston Edison Co., 39 
Boylston St., Boston 12, Mass. 

Coordinating Committee for Defense, 1955- 

1957; National Technical Conference Commit- 

tee, 1955-1957; Chairman, 1956 Conference 

Executive Committee, 1955-1956. 

BROWN, ROBERT W., Cincinnati Gas & Elec- 
tric Co., 4th & Main Sts., Cincinnati 1, Ohio. 

Committee on Allied Arts, 1955-1957. 
BROWN, W. C., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Technical Committee Forum, 
BRUECKMAN, E. C. 

Subcommittee on Guide for Photometric Test- 

ing of Fluorescent Lamps of the Committee 

on Testing Procedures for Illumination Char- 

acteristics, 1955-1957. 

BRUNING, A. H., Georgia Power & Light Co., 
Valdosta, Ga. 

Chairman, 

1957. 
BRUUN, SVEND W., Rambusch Decorating 
Co., 40 W. 18th St., New York II, N. Y. 

Chairman, General Board of Examiners, 

1957. 


Louis Park 


Public Health 


Washington 25, D. C. 
S. Public Health Service Committee, 


JR., Western Massa- 
Springfield, 


1955-1956. 
Stan- 


1955 1957: Com- 


1955-1956. 


Suwannee River Chapter, 1956- 


1955- 
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BUCHANAN, R. R., Sylvania Electric Products 
Inc., 2520 Oakville St., Alexandria, Va. 

Secretary, Virginia Chapter, 1955-1956. 
BUCHER, R. S., Philadelphia Electrical & Mfg. 
Co., 1236 N. Sist St., Philadelphia 21, Pa. 

Street and Highway Lighting Committee, 1955 

1957; Subcommittee on Photographic Studies 

of the Committee on Street and Highway 

Lighting, 1955-1957; Subcommittee on Central 

Station Properties of the Industrial Lighting 

Committee, 1955-1957. 
BULL, H. §&., University of 
Arbor, Mich. 

Daylighting Committee, 1955-1957. 

BUNCE, C. J., Bureau of Home Appliances, 
525 “E™ St., San Diego 1, Calif. 

Chairman, San Diego Chapter, 1955-1956. 
BUNN, BEVERLY R., Westinghouse Electric 
Supply Co., 546 N. Broadway, Milwaukee 2, 
Wis. 

Chairman, Milwaukee Section, 1955-1956 
BURKE, REV. THOMAS A., Villanova College, 
Villanova, Pa. 

Advisor to Subcommittees on Auditoriums and 

Churches of the Institutional Committee, 

1955-1956. 
BURNHAM, R. D., 
Vermilion, Ohio. 

Subcommittee on Guide for Reporting Light 

ing Equipment Engineering Data of the Com 

mittee on Testing Procedures for Illumination 

Characteristics, 1955-1957: Committee on 

Lighting Education, 1955-1956; Subcommittee 

on Revision of “Experiments with Light” of 

the Committee on Lighting Education, 1955- 

1956. 
BURNHAM, §&. L. 

Committee on 

1956-1957. 
BURNS, JACK 

Committee on Residence 

1956-1957. 

BURTON, R. B., SR., 4 Goulart Ave., 
R. I. 

Historical Committee, 
BUTLER, T. W., Hub 
Grand Ave., Chicago, Il. 

Subcommittee on Theatres of the Institutional 

Committee, 1955-1957. 
BUTTOLPH, L. J., General 
Park, Cleveland 12, Ohio. 

Papers Committee, 1955-1956; Subcommittee 

on Editorial Content of the Publications Com 

mittee, 1955-1956. 

BUUS, B., General Electric Co., Quality Control 
& Testing Dept., Nela Park, Cleveland 12, Ohio 

Subcommittee on Guide for Electrical and 

Photometric Measurements of Mercury Vapor 

Lamps of the Committee on Testing Proce 

dures for Illumination Characteristics, 1955 

1956. 

BUZAN, M. MILTON, Day-Brite Lighting In« 
5411 Bulwer Ave., St. Louis, Mo. 

Committee on Light Control and Equipment 

Design, 1955-1957 
BYRNE, W. L.. Fbasco Services Inc., 2 
St.. New York 6, N. ¥ 

Committee on Public 

tion, 1955-1956 


Michigan, Ann 


The Wakefield Company, 


Residence Lighting Forums 


Lighting Forums 
Bristo! 


1955-1957. 


Electric Co., 2255 W. 


Electric Co., Nela 


Rector 


Relations and Informa 


C 


20856 


CAHILL, L. I., Dr., Fairview 

Park 26, Ohio. 
1.E.S.-U. 8S. Public 
tee, 1955-1957. 

CALDWELL, W. 

210 National City 

Ohio. 
Subcommittee on Foundries of the Industrial 
Lighting Committee, 1955-1956. 

CAMPBELL, R. N., Campbell Leppard, 

$353, Station “A,” Greenville, S. C. 
Chairman, Palmetto Chapter, 1956-1957; 
retary, 1955-1956. 

CAPPS, J. S., Underwriters Laboratories, 

207 E. Ohio St., Chicago 11, I. 
Joint Subcommittee — 1.E.S..SPI-NEMA (Plas- 
tics) of the Committee on Light Control and 
Equipment Design, 1955-1957. 

CARDO, JAMES J., Independent Electric Sup- 

ply Co. Inc., 220 W. Ist St., Charlotte 2, N. C 
Secretary, Tar Heel Section, 1955-1956. 

CARLON, LEONARD J., Albert Sechrist 

Co., 4990 Acoma, Denver 16, Colo. 
Chairman, Rocky Mountain Section, 


1957. 


Fairpark 
Health Service Commit 


M., Gray tron Founders Ass'n 
E. 6th Bidg., Cleveland 14, 


Mig. 


1956- 
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CARLSON, F. E., Nela 
Park, Cleveland 12, Ohio. 

Searchlight Committee, 1955-1957; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1956-1957; Marine Transportation Sub- 

committee of the Committee on Public Con- 
vevances — Interior Lighting, 1955-1957; Sub- 
committee on Bibliography of the Search- 

light Committee, 1955-1956. 

CARPENTER, W E., Westinghouse Electric 
Corp., Bloomfield, N. J. 

Committee on Motor Vehicle 

rior), 1955-1957. 
CARPENTER, W. P., The Superio 
Co., 83 Laurel St., Bristol, Conn. 

Committee on Light Sources, 1955-1957; Secre 

tary, Connecticut Section, 1956-1957. 
CARROLL, H. F., Pennsvivania Power & Light 
Co., %h & Hamilton Sts., Allentown, Pa. 

Subcommittee on Central Station Properties of 

the Industrial Lighting Committee, 1955-1957. 
CARSON, W. F., Commonwealth Fdison Co., 
72 W. Adams St., Chicago 3, Il. 

Secretary, Chicago Section, 1955-1956. 
CARSWELL, W. E., School of Architecture, 
University of Toronto, Toronto, Ont., Canada. 

Committee on Color and Illumination, 1955- 

1956. 

CAUDILL, W. W., Texas Engineering Fxperi 
ment Station, College Station. Texas. 

Davlighting Committee, 1955-1956. 
CAVERLY, D. P., Svyivania Electric Products 
Inc., 1740 Broadway, New York 19, N. Y. 

Committee on Store Lighting, 1955-1957. 
CHAMBERS, J. R., Benjamin Electric Mfg. Co., 
Des Plaines, Il. 

Chairman, Committee on Public Relations and 

Information, 1956-1957; Member, 1955-1956; 

Industrial Lighting Committee, 1955-1957; 

Lighting Service Committee, 1956-1957; Pub- 

lications Committee, 1956-1957; Vice-Presi- 

dent, Midwestern Region, 1955-1956; Regional 

Activities Committee, 1955-1956; Regional 

Representative, National Board of Nomination, 

1955-1956. 

CHANGSTROM, R. W., Westinghouse Flectric 
Supply Co., 117 N. 13th St., Omaha, Nebr. 

Secretary, Cornhusker Chapter, 1955-1956. 
CHARLESWORTH, SAMUEL W., General Elec 
tric Supply Co., 705 Edgeworth St.. Washington, 
dC 


General Electric Co., 


Lighting (Fxte 


Electric 


Secretary, Capital Section, 1955-1956. 
CHASSAING, BROOKS, Forsythe Blvd., 
University City 5, Mo. 

Director, 1955-1957; Chairman, Membership 

Committee, 1956-1957; Sustaining Member 

ship Committee, 1955-1957; Publications Com 

mittee, 1955-1957; Committee on Procedures 
and Policies, 1955-1957; School Lighting Com 
mittee, 1955-1957; Chairman, Subcommittee 
on Publications Sales of the Publications 

Committee, 1955-1957. 

CHELLEW, E. M., Indianapolis Power & Light 
Co., 17 N. Meridian St., Indianapolis, Ind. 

Chairman, Indiana Section, 1955-1956. 
CHILTON, HOWARD S&., JR., Pittsburgh Re 
flector Company, 166 Monroe Ave., Memphis, 
Tenn. 

Chairman, Mid-South Chapter, 1955-1956. 
CHORLTON, JOHN M., Toronto Board of 
Fducation, 155 College St.. Toronto 2B, Ont., 
Canada 

School Lighting Committee, 1956-1957: 

man, 1955-1956; Official Representative, 

Committee A2S, 1955-1956 
CHUBB, L. W., JR. 
Cambridge 39, Mass 

Committee on Motor 

rior), 1955-1957. 
CHURCH, ERIC H., Lighting Products 
1549 Park Ave., Highland Park, Ill. 

Chairman, Chicago Section, 1956-1957; Chair 

man, Committee on Light Control and Equip 

ment Design, 1955-1957; Regional Publications 

Representative, Midwestern Region, 1955-1957. 
CHURCHILL, R. D., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Light Sources, 1955-1957. 
CLAFFEY, HARRY W., JR., General Electric 
Co., 1115 Circle Tower Bidg., Indianapolis, Ind. 

Secretary, Indiana Section, 1956-1957. 
CLARK, C. N., General Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Subcommittee on Color Rendition of the Light 

Sources Committee, 1955-1957. 
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Chair 
ASA 


Polaroid Corporation, 


Vehicle Lighting (Exte 


CLARK, FRANCIS, Lighting Services Inc., 515 
Meridan Road, Waterbury, Conn. 

Chairman, Maintenance Committee, 1956-1957; 

Vice-Chairman, 1955-1956; Membership Com- 

mittee, 1955-1956. 

CLARK, GEORGE W., Sylvania Electric 
ucts Inc., Wheeling, W. Va. 

Nomenclature Committee, 1955-1957: Commit- 

tee on Handbook Revision, 1955-1957; Com- 

mittee on Lighting Design Practice, 1955-1957; 

Committee on Illumination Performance Rec- 

ommendations, 1955-1956. 

CLARK, P. B., Line Material Co., 800 N. 8th 
St., Milwaukee, Wis. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Subcommittee on High 

Speed, Heavy Trathc Density Highways of the 

Committee on Street and Highway Lighting, 

1955-1957; Subcommittees on Mercury Vapor 

Lighting; Roadway Lighting Principles; Visi- 

bility Under Fog Conditions; and Fluores- 

cent Lighting of the Committee on Street and 

Highway Lighting, 1955-1957. 

CLARKE, ALBERT H., Crouse-Hinds Co., Syra- 
cuse I, N. Y. 

Board of Fellows, 1956-1957; Advance Plan- 

ning Committee, 1955-1957; Searchlight Com- 

mittee, 1955-1957; Chairman, Subcommittee 
on Visibility of Targets of the Searchlight 

Committee, 1955-1957; Committee on Sports 

and Recreational Area Lighting, 1955-1956; 

Committee on Public Relations and Informa- 

tion, 1955-1956; Subcommittee on Testing 

Procedures of the Searchlight Committee, 

1955-1956. 

CLARKSON, CLARENCE W., Corning Glass 
Works, 1470 Merchandise Mart, Chicago 54, II. 

Committee on Light Control and Equipment 

Design, 1955-1957. 

CLAYTON, D. GEORGE, Geo. D. Clayton & 
Associates, 14125 Provost, Detroit 27, Mich. 
1L.ES.-U. S. Public Health Service Commit- 

tee, 1955-1957. 

CLEAVER, O. P.. Engineer Research & De- 
velopment Laboratory, Ft. Belvoir, Va. 

Committee on Lighting Education, 1955-1957; 

Defense Coordinating Committee, 1955-1957; 

Progress Committee, 1955-1957: Subcommittee 

on Demand for Professionally Trained Ilumi- 

nating Engineers of the Committee on Light- 

ing Education, 1955-1956 
COFFEY, WILLIAM M., The Pyle National 
Company, 1334 N. Kostner Avenue, Chicago 51, 
1. 

Regional Representative, 

mittee, 1955-1956. 
COHEN, R. D., Glasco Electric Company, 727 
N. Iith St.. St. Louis I, Mo. 

Secretary, St. Louis Section, 1955-1956. 
COLE, ELMER L., Dallas Power & Light Co., 
1506 Commerce, Dallas 1, Texas. 

Secretary, Southwestern Section, 1955-1957. 
COLGAN, ROBERT, Rogers Electrical Service 
Inc., 527 Conrad, Toledo 7, Ohio. 

Chairman, Northwestern Ohio Section, 

1957. 

COLLINS, H. F., JR., General Electric Co., 1179 
Morchead St., Memphis, Tenn. 

Chairman, Mid-South Chapter, 

Secretary, 1955-1956. 
CONGDON, LEIGH, Rite Lite Supply Co., 1218 
Galapago St.. Denver 4, Colo. 

Secretary, Rocky Mountain Section, 1956-1957. 
CONOVER, E. W., Fenestra Inc., 2250 E. Grand 
Bivd., Detroit 11, Mich 

Daylighting Committee, 1955-1957; Subcom- 

mittee on Revision of Recommended Practice 

for Daylighting and Subcommittee on Bright- 
ness Ratio Measurements of the Daylighting 

Committee, 1955-1957. 

COOK, H. A., The Detroit Edison Co., 2000 
Second Ave., Detroit, Mich. 

Subcommittee on Central Station Properties of 

the Industrial Lighting Committee, 1955-1957. 
COOK, WILLIAM J., Omaha Public Power 
District, 174 Harvey Sts., Omaha, Nebr. 

Secretary, Cornhusker Chapter, 1956-1957. 
COOPER, BERLON C., McGraw-Hill Publish- 
ing Co., 330 W. 42nd St., New York 18, N.Y. 

Chairman, Medal Award Committee, 1956- 

1957; Member, 1955-1956; Committee on In- 

stitutions, 1956-1957; Committee on Public 

Relations and Information, 1955-1957; Golden 

Anniversary Committee, 1955-1956; Subcom- 


Prod- 


Membership Com- 


1956- 


1956-1957; 


1956 





mittee on Hospitals of the Institutions Com- 

mittee, 1955-1956. 

COPE, R. E., Box 4263, Fondren Sta., 
Miss. 

Chairman, Mississippi Chapter, 
CORNELL, HERBERT 

Committee on Public 

tion, 1956-1957. 
CORWIN, R. W., Benjamin Electric 
435 W. 19th St., New York II, N. Y. 

Subcommittee on Central Station Properties of 

the Industrial Lighting Committee, 1955-1957. 
COTTINGHAM, J. T., Portland General Elec- 
tric Co, 621 8. W. Alder St., Portland 5, Ore. 

Secretary, Oregon Section, 1956-1957. 
COTTRELL, C. L., Cornell University, Ithaca, 
N.Y. 

Subcommitte on Hotels of the Institutional 

Committee, 1955-1957; Nomenclature Commit- 

tee, 1955-1956. 

CRABTREE, ARTHUR T., Union Electric Sup 
ply Co., 207 W. Hill Avenue, Valdosta, Ga. 

Secretary, Suwannee River Chapter, 1956-1957. 
CRAMER, H. A., JR., Glenn L. Martin Com- 
pany, Baltimore 3, Md. 

Aviation Lighting Committee, 1955-1956. 
CRATIN, PAUL F., Corps of Engineers, U. $ 
Army, 300 Broadway, Little Rock, Ark. 

Chairman, Arkansas Chapter, 1955-1956. 
CRAVATH, JAMES R., 2152 Ward St., Berkeley 
5, Calif. 

Historical Committee, 1956-1957. 

CREED, E. 1., C & § Lighting Maintenance Co., 
6116 St. Clair Ave., Cleveland 3, Ohio. 

Committee on Lighting Maintenance, 

1957. 

CRISTEL, J. P. R., The Shawinigan Water & 
Power Co., 600 Dorchester St. W., Montreal, 

Que., Canada. 

Chairman, Montreal Section, 1956-1957 
CRITES, W. DALE, 1377 Biscayne Way, Haslett, 
Mich. 

Chairman, 

1957. 
CROCKETT, R. E., General Electric Company, 
1115 Circle Tower, Indianapolis 4, Ind. 

Subcommittee on Hospitals of the Institutional 

Committee, 1955-1956. 
CROSBY, WILLIAM F., 
Works, Corning, N. Y. 

Street and Highway 

1955-1957. 

CROUCH, C. L., MWluminating Engineering So- 
ciety, 1860 Broadway, New York 23, N. Y. 

Advisory Board to the President, 1955-1957; 

Defense Coordinating Committee, 1955-1957; 

Subcommittee on Technical Data Sheets of the 

Publications Committee, 1956-1957; Secretary, 

Research Executive Committee, 1.E.S. Research 

Institute, 1955-1956; Alternate Representative 

to all ASA Sectional Committees, 1955-1956; 

Official Representative, U. S. National Com- 

mittee of the 1.C.1., 1955-1956; Official Repre 

sentative, Armed Forces NRC Vision Commit 

tee, 1955-1956 
CUSHING, THOMAS, Hanovia Chemical & 
Mig. Co., Room 422, Washington Bldg., Wash- 
ington, D. C. 

Secretary, 

Executive 

Committee, 1955-1957; 

mittee of the Searchlight 

1957. 

CUTLER, C. M., General 
Park, Cleveland 12, Ohio. 

Chairman, Committee on Store Lighting, 1955- 

1957. 

CUTLER, DAVID, Cutler 
Inc, 5524-30 Haverford Avenue, 
Pa. 


Committee on Light Sources, 1955-1957. 


D 


DAHLIN, R. E., Southern California Edison 

Co. Ltd., P.O. Box 351, Los Angeles 53, Calif. 
Aviation Lighting Committee, 1955-1956; 
Lighting Service Committee, 1955-1956. 

DALRYMPLE, W. A., Amalgamated Electric 

Corp., Ltd., 384 Pape Ave., Toronto 6, Ont. 
Committee on Public Relations and Informa- 
tion, 1955-1957. 

D'ANDRADE, H. E., General Electric 

Lexington Ave., New York 22, N. Y. 
Genera! Board of Examiners, 1955-1957; Sub- 
committee on Hotels of the Institutions Com- 
mittee, 1955-1957; Official Representative, ASA 
Committee A9, 1955-1956. 


Jackson 6, 
1956-1957. 
Relations and Informa- 


Mig. Co., 


1955- 


Western Michigan Section, 1956- 


IR., Corning Glass 


Lighting Committee, 


Searchlight Committee, 1955-1957; 
Subcommittee of the Searchlight 
Nomenclature Subcom 
Committee, 1955- 
Nela 


Electric Co., 


Electrical Products, 
Philadelphia, 


Co., 570 


1956 


DANIELS, ELLIOTT F., State of New Jersey, 
Dept. of Law and Public Safety, Division of 
Motor Vehicles, State House, Trenton 25, N. 

Committee on Motor Vehicle Lighting (Exte 

rior), 1956-1957. 
DANIELS, JULIUS, 
39 Boylston St., Boston 12, 

Medal Award Committee, 

cal Committee, 1955-1957; 

sary Committee, 1955-1956 
DARGER, ROBERT W., The Darger Co., 211 
S. 2nd West St., Salt Lake City 1, Utah. 

Secretary, Utah Section, 1955-1956. 
DARMSTADTER, NEIL, American Trucking 
Ass'n, Inc., 1224 16th St., N. W., Washington, 
D.C. 

Committee on Motor Vehicle Lighting (Exte 

rior), 1955-1957. 

DAVIDSON, G. E., Hydro Electric 
mission, 620 University Ave., Toronto, 
Canada. 

Chairman, Toronto Section, 1955-1957. 
DAVIDSON, H. F., Curtis Lighting of Canada, 
Ltd., 195 Wicksteed Ave., Toronto 17, Ont., 
Canada. 

Chairman, 

Publications 


Boston Edison Company, 
Mass. 

1956-1957; 
Golden 


Histori 
Anniver- 


Power Com 
Ont., 


Papers Committee, 1955-1957; 

Committee, 1955-1957; National 
lechnical Conference Committee, 1955-1957; 
School Lighting Committee, 1955-1957; Com- 
mittee on Light Sources, 1955-1957; Commit- 
tee on Motor Vehicle Lighting (Exterior), 
1955-1957; Chairman, Subcommittee on Review 
of Editorial Content of the Publications Com- 
mittee, 1955-1957; Chairman, Chalkboards 
Subcommittee of the School Lighting Com 
mittee, 1956-1957. 

DAVIES, W. R., JR., 25 Carter St., 

Heights 92, Mass 
Subcommittee on 
of the Industrial 
1956. 

DAVIS, ARTEL R., Ariel Davis Mfg. Co., 
S. State St., Salt Lake City, Utah. 
Subcommittee on Theaters of the Institutions 
Committee, 1956-1957. 

DAVIS, CHARLES E., 

Oklahoma City, Okla. 
Chairman, Central Oklahoma Chapter, 
1957. 

DAWSON, 


Needham 


Areas 
1955 


Outdoor Productive 
Lighting Committee, 
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2624 N. W. 47th St., 


1956- 


JOHN E., Public Lighting Commis- 
sion, 174 E. Atwater, Detroit 26, Mich. 
Alternate Regional Representative, 

Board of Nomination, 1955-1956. 
DEAN, CHARLES A., JR., Pacific Gas & Elec- 
tric Co., 1100 “K" St., Sacramento 6, Calif. 

Secretary, Mother Lode Chapter, 1956-1957. 
DEAN, G. F., Toronto Hydro-Electric System, 
14 Carlton St., Toronto, Ont., Canada. 

Director, 1955-1957; Chairman, Office Light- 

ing Committee, 1956-1957; Vice-Chairman, 

1955-1956; Chairman, Committee on Consti- 

tution and By-Laws, 1955-1957; Chairman, 

Handbook Revision Committee, 1956-1957; 

Committee on Procedures and Policies, 1955- 

1957; Medal Award Committee, 1955-1956; 

Alternate Regional Representative, National 

Board of Nomination, 1955-1956. 
DECK, JOHN B., JR., Texas Power 
Co., P.O. Box 6331, Dallas 2, Texas. 

Chairman, Southwestern Section, 1956-1957. 
DeLEUZE, GUY, 221 Oak St., San Francisce ‘ 
Calif. 

Chairman, Golden Gate Section, 1956-1957. 
DeLONG, B. M., 52 Woodland, Ft. Thomas, 
Ky. 

Chairman, Ohio Valley Section, 1955-1956. 
DEMOUREUILLE, PIERRE, The Carbone 
Corp., 400 Myrtle Ave., Boonton, N. J. 

Searchlight Committee, 1955-1957. 
DeSTEFANO, G. J., CBS Television, 485 Madi- 
son Ave., New York, N. Y. 

Committee on Television — Lighting for Pro- 

duction, 1955-1956. 

DICKELMAN, L. H., Gimbel Bros., Inc., 101 
W. Wisconsin Ave., Milwaukee |, Wis. 

Committee on Store Lighting, 1955-1957. 
DICKIE, RONALD S&., Dickie’s Radio & Elec. 
Co. Ltd., 345 St. George St., Moncton, N. B. 

Chairman, Maritime Chapter, 1955-1956. 
DICKINSON, ROBERT H., Sylvania Electric 
Products Inc., Salem, Mass. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957. 

DICKSON, T. H., Canadian National Railways, 
Moncton, N. B., Canada. , 
Secretary, Maritime Chapter, 1955-1956, 


National 


& Light 


DIFFENTHALER, ROBERT J., General Elec- 
wic Co., 165 N. Canal St., Chicago 6, IIL. 

Chairman, Chicago Section, 1955-1956. 

DILL, JOHN F., Sylvania Electric Products Inc., 
173 Leslie St., Dallas, Texas. 

Secretary, San Jacinto Section, 
DITCHMAN, J. P., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Farm Lighting Committee, 1955-1956. 
DODDS, MARY E., The Toledo 
loledo, Ohio. 

Residence Lighting Data Sheet Subcommittee 

of the Publications Committee, 1956-1957; 

Residence Lighting Committee, 1955-1956; 

Subcommittee on Outline for Training Pro- 

gram of the Residence Lighting Committee, 

1955-1956. 

DOLKART, LEO, Latin American Export Serv- 
ice, 222 E. Chestnut St., Chicago 11, Ill. 

Historical Committee, 1956-1957; Subcommit- 

tee on Luminaire Maintenance and Subcom- 

mittee on Parking Area Lighting of the Com- 

mittee on Street and Highway Lighting, 1955- 

1957. 

DOMONEY, EARL R., Consumers Power Com- 
pany, 600 Federal Ave., Saginaw, Mich. 

Secretary, Michigan Section, 1955-1956; Sub- 

committee on Hospitals of the Institutions 

Committee, 1955-1956. 

DORMAN, W. H., Corning Glass Works, Corn- 
ing, N. Y. 

Subcommittee on Roadway Lighting Princi- 

ples of the Committee on Street and Highway 

Lighting, 1955-1957; Subcommittee on Lumi- 

naire Maintenance and Subcommittee on Re- 

search of the Street and Highway Lighting 

Committee, 1955-1957. 

DORSEY, R. T., 
Park, Cleveland 12, 

Committee on Sports 

Lighting, 1955-1957. 
DOUGLAS, C. A, 
Chase 15, Md. 

Aviation Lighting Committee, 1955-1956. 
DOWNEY, M. WM., Arizona Public Service Co., 
331 N. First Ave., Phoenix, Ariz. 

Residence Lighting Data Sheet Subcommittee 
of the Publications Committee, 1956-1957. 
DOYLE, HENRY N., Chief, Occupational 
Health Program, U. §S. Public Health Service, 
Washington 25, D. C. 
L.E.S.-U. S. Public 

tee, 1955-1957. 
DOYLE, J. M., 509 
Wash. 

Chairman, Inland Empire Chapter, 1955-1956. 
DRAGONETTE, A. J., Bakelite Company, 30 
E. 42nd St., New York 17, N. Y. 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip- 

ment Design, 1955-1957. 

DRAKE, W. H., The Carlisle & Finch Co., 4562 
W. Mitchell Ave., Cincinnati 32, Ohio. 

Optics Subcommittee of the Searchlight Com- 

mittee, 1956-1957. 

DRANE, G. W., JR., Mississippi Power & Light 
Co., 144 §. Congress St., Jackson, Miss. 

Secretary, Mississippi Chapter, 1955-1956. 
DUBEAU, G., Northern Electric Co., 
Charest Blvd., Quebec, P. Q., Canada. 

Chairman, Quebec Chapter, 1956-1957. 
DUCKER, A. L., JR., General Electric Co., 
Greensboro, N. C. 

Chairman, Tar Heel Section, 1956-1957. 
DULL, KAYMOND B., National Carbon Com- 
pany, P.O. Drawer 191, Fostoria, Ohio. 

Committee on Light Sources, 1956-1957; 

Searchlight Committee, 1956-1957; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1956-1957. 


1955-1957. 


Edison Co., 


General Electric Co., Nela 


Ohio. 
and Recreational Area 
7315 


Delfield St., Chevy 


Health Service Commit- 


Realty Bldg., Spokane, 


1299 


EARLY, DOYT, State Department of Education, 
751 Capital Ave., Sacramento, Calif. 
Daylighting Committee, 1956-1957. 
EASTMAN, A. A., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 
School Lighting Committee, 1955-1956; Sub- 
committee on Visibility under Fog Conditions 
of the Committee on Street and Highway 
Lighting, 1955-1957; Committee on Lighting 
Education, 1955-1956; Chairman, Subcommit- 
tee on Revision of “Experiments with Light” 
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of the Committee on Lighting Education, 
1955-1956, 

EATON, EDWARD F., General Electric Co., 90 

State St., Albany, N. Y 
Secretary, Eastern 
1956 

FBERLY, JOHN L., The Thompson Electric 

Co., L111 Power Ave., Cleveland, Ohio. 
Subcommittees on Parking Area Lighting; 
Traffic Signs; and Traffic Safety of the Com- 
mittee on Street and Highway Lighting, 1955- 
1957; Committee on Street and Highway 
Lighting, 1955-1956. 

EDDY, G. A., General Electric Co., 

Market St., Wilmington, Del. 
Subcommittee on Photographic Studies of the 
Committee on Street and Highway Lighting 
1955-1957. 

EDDY. LILLIAN, General Electric Co., 570 

Lexington Ave., New York, N. Y. 
Committee on Residence Lighting Forums 
1955-1957; Home Lighting Data Sheet Sub 
committee of the Publications Committee 
1955-1956. 

EDMAN, W. H., 

Newark, Ohio. 
Street and Highway Lighting Committee, 
1955-1957; Chairman, Subcommittee on In 
terchange with Foreign Groups and Chairman, 
Subcommittee on Parking Area Lighting of 
the Street and Highway Lighting Committee, 
1955-1957; Subcommittee on Fluorescent 
Lighting of the Committee on Street and 
Highway Lighting, 1956-1957; Subcommittees 
on Roadway Lighting Principles; Standard 
Practice: and Visibility Under Fog Conditions 
of the Committee on Street and Highway 
Lighting, 1955-1957; Subcommittee on Light 
ing for High Speed and Heavy Traffic Den 
sity of the Street and Highway Lighting Com 
mittee, 1955-1956 

EDMUNDSON, DONALD W., 325 Henry Build 

ing. Portland 4, Ore 
Chairman, Oregon Section, 

FGELER, C. E., 1078 Brandon Road, Cleveland 

12, Ob‘o. 
Searchlight Committee, 1955-1957; 
on Public Conveyances — Interior 
1956.1957; Chairman, 1955-1956 

FLMER, W. B., Wheeler Reflector Co., 275 

Congress St., Boston 10, Mass. 
Street and Highway Lighting Committee, 1955 
1957; Subcommittees on Research and on 
Fluorescent Lighting of the Committee on 
Street and Highway Lighting, 1955-1957; 
Chairman, New England Section, 1955-1956. 

ENDRES, L. M., Building Management Div 

PBS GSA, Room 5621 Interior Bidg., Washing 

ton 25, D. C. 
Office Lighting Committee, 1955-1957; Com 
mittee on Lighting Maintenance, 1955-1957 
Handbook Revision Committee, 1956-1957. 

ENGHOUSER, R. R., Sylvania Electric Prod 

1700 Parkside Ave., Philadelphia 31, 


1 9 5 5 


New York Section, 


1326 N 


Holophane Company, Inc., 


1955-1956. 


Committee 
Lighting, 


ucts Ine., 
Pa 
Lighting Maintenance Committee, 1955-1957; 
Chairman, Subcommittee on Graphic Arts 
Printing Industry of the Industrial Lighting 
Committee, 1955-1957. 
ESCOBEDO, G. SABINO, 
#38, Mexico 11, D. F. 
Chairman, Mexico Chapter, 1956-1957. 
EVANS, A. ¢ F., 1654 Monterey Ave., Vic 
toria, B. ¢ Canada. 
Chairman, Vancouver 
1956 
EVANS, A. W., Province of Nova Scotia, Dept. 
of Highwavs, Halifax, N. S., Canada 
Chairman, Bluenose Chapter, 1956-1957 
FVANS, R. M., Eastman Kodak Company, 65 
Kodak Park, Rochester 4, N. Y. 
Board of Fellows, 1955-1957. 
EVES ROBERT F., Southern Colorado Power 
Co., 115 W. Second St., Pueblo, Colo. 
Chairman, Southern Colorado Chapter, 
1957; Secretary, 1955-1956. 
EWING, W. B., Ewing Development Co. Inc., 
257 East Bidg., Grand Rapids 6, Mich. 
Daylighting Committee, 1955-1957; Subcom 
mittee on Revision of Recommended Practice 
for Daylighting of the Davlighting Commitice, 
1955-1957; Subcommittee on Revision of 
Handbook, Daylighting Section, of the Day 
lighting Committee, 1956-1957 


F. Montes de Oca 


Island Chapter, 1955 


1956 
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FABER, WALTER T., Louisiana Power & Light 
Co., 4809 Jefferson Highway, New Orleans 21, 
La. 

Secretary, New Orleans Section, 1955-1956. 
FAGIN, I. F., Airframe and Equipment Branch, 
W301, Civil Aeronautics Administration, Wash- 
ington 25, D. C. 

Aviation Lighting Committee, 1955-1956. 
FAGLIE, J. C., Box 7246, Hackbury Station, 
San Antonio, Texas. 

Secretary, Alamo Chapter, 1956-1957. 


FAHEY, J. H., Joslyn Manufacturing Co., $700 


So. Morgan St., Chicago 9, Il. 

Street and Highway Lighting Committee, 

1955-1957; Subcommittee on Traffic Safety of 

the Committee on Street and Highway Light- 

ing, 1955-1957 
FAHSBENDER, MYRTLE, Westinghouse Elec- 
tric Corp., Bloomfield, N. J. 

Residence Lighting Committee, 1955-1957; 

Subcommittee on Hotels of the Institutions 

Committee, 1955-1957; Farm Lighting Com- 

mittee, 1955-1956; Chairman, Subcommittee 

on Revision of “Contemporary Lighting for 

Modern and Traditional Interiors” of the 

Committee on Residence Lighting, 1955-1956. 
FAIRCHILD, EDWARD L., Wayne University, 
Detroit, Mich. 

Chairman, Michigan Section, 1955-1956. 
FAIRWEATHER, J. R., Atlantic Refining Co., 
260 S. Broad St., Philadelphia, Pa. 

Subcommittee on Service Station and Parking 

Areas of the Committee on Street and High 

way Lighting, 1955-1956. 

FALGE, R. N., General Motors Corp., Anderson, 
Ind. 

Committee on Motor Vehicle Lighting (Exte- 

rior), 1955-1957. 

FARNSWORTH, DEAN, U. 8S. Navy Subma- 
rine Base, Medical Research Laboratory, Box 
45. New London, Conn 

Committee on Standards of Quality and Quan- 

tity for Interior Illumination, 1955-1957; 

Marine Transportation Subcommittee of the 

Committee on Public Convevances — Interior 

Lighting, 1956-1957; Committee on Color and 

Illumination, 1955-1956; “Research Executive 

Committee, I. E. Research Institute, 1955- 

1956 
FASSET, |. S.. American Hotel Association, 221 
W.. 57th St., New York 19, N. Y. ‘ 

Subcommittee on Hotels of the Institutional 

Committee, 1955-1957. 

FAUCETT, ROBERT E., General Electric Co., 

Hendersonville, N. C. 
Progress Committee, 

Committee, 1955-1957; 


1955-1957; Searchlight 
Sports and Recreational 
Committee, 1956-1957; Task Committee — 
Joint IES and Outdoor Advertising Assn., 
1956-1957; Chairman, Light Sources Subcom- 
mittee of the Searchlight Committee, 1955- 
1957; Subcommittee on Lighting for Outdoor 
Production Areas of the Industrial Lighting 
Committee, 1955-1956. 
FEDER, J. B.. U. 8S. Coast Guard Headquar- 
ters, Washington 25, D. C. 
Committee on Public Convevances (Interior), 
1955-1957; Marine Transportation Subcommit- 
tee of the Committee on Public Convevances — 
Interior Lighting, 1955-1957. 
FELDMAN, B. C., 1482 Liberty Ave., 
N.J 
Guide for Photometric Testing of Fluorescent 
Lamps Subcommittee of the Committee on 
Testing Procedures for Illumination Charac- 
1955-1956; Guide for Life Perform- 
Lamps Subcom- 
Testing Proce- 
1955- 


Hillside, 


teristics, 

ance Testing of Fluorescent 

mittee of the Committee on 

dures for Illumination Characteristics, 
1956. 

FELDMAN, SIDNEY, Material Laboratory (961), 

New York Naval Shipyard, Brooklyn, N. Y. 
Subcommittee on Revision of I.E.S. Lighting 
Handbook of the Searchlight Committee, 
1956-1957; Subcommittee on Testing Proce- 
dures of the Searchlight Committee, 1955- 
1956 

FELTON, JOHN G., Sylvania Flectric 

Inc., 100 Fordyce St., Dallas, Texas. 
Vice-President, Southwestern Region, 1955- 
1957; Regional Activities Committee, 1955- 
1957; Regional Representative, National 
Board of Nomination, 1955-1956. 

FENNER, MARGUERITE, Pacific Gas & Elec- 

tric Co., San Francisco, Calif 


Products 


Subcommittee on Outline for Training Pro- 
gram of the Residence Lighting Committee, 
1955-1956. 
FENTON, MELVERN P., Smoot Holman Com- 
pany, 1331 T., Sacramento 14, Calif. 
Chairman, Mother Lode Chapter, 1956-1957. 
FERGUSON, LYNN W., 3119 Bute Lane, Rich- 
mond 21, Va. 
Chairman, Virginia Chapter, 1955-1956. 


‘FETZER, STELLA 


Residence Lighting Data Sheet Subcommittee 
of the Publications Committee, 1956-1957. 
FICHTHORN, WILLARD E., A. Ernest D’am 
bly Cons. Engr., 2105 Architects Bldg., Phila- 

delphia 3, Pa. 

Official Representative, Industry Committee in 

Connection with Publication of New Hand- 

book on Wiring for Small Occupancies, 1955- 

1956. 

FIEBIGER, D. C., Dayton Power & Light Co., 
25 No. Main St., Dayton, Ohio. 

Secretary, Miami Valley Chapter, 1955-1956. 
FINCH, B. R., Carlyle Finch Co., 4562 W. 
Mitchell Ave., Cincinnati $2, Ohio. 

Searchlight Committee, 1955-1957; Optics Sub- 

committee of the Searchlight Committee, 

1956-1957. 

FINCH, D. M., University of California, Insti- 
tute of Transportation & Trafic Engr., Rich 
mond, Calif. 

Committee on Street and Highway Lighting, 

1955-1957; Committee on Lighting Education, 

1955-1957; Committee on Testing Procedures 

for Illumination Characteristics, 1955-1957; 

Committee on Motor Vehicle Lighting (Exte- 

rior), 1955-1957; Progress Committee, 1956- 

1957; Optics Subcommittee of the Searchlight 

Committee, 1956-1957; Subcommittees on Re 

search; Pavement Surfaces; and Visibility 

Under Fog Conditions of the Street and 

Highway Lighting Committee, 1955-1957; Sub- 

committee on Guide for Photometric Testing 

of Fluorescent Luminaires and Subcommittee 
on Practical Guide for Brightness Measure- 
ments of the Committee on Testing Proce- 

dures for Illumination Characteristics, 1955- 

1957; Vice-President, South Pacific Coast Re 

gion, 1955-1956; Regional Activities Commit 

tee, 1955-1956; Nomenclature Committee, 

1955-1956; Subcommittee on Sawmills of the 

Industrial Lighting Committee, 1955-1956; 

Subcommittee on Preparation of Brochure 

“Careers in Illuminating Engineering” of the 

Committee on Lighting Education, 1955-1956. 
FINK, A. H. 

Advisor to Subcommittee on Auditoriums and 

Churches of the Institutional Committee, 

1955-1956. 

FINK, W. C., JR., Senior Fluorescent Inc., 70 
4th St.. N.W., Atlanta, Ga. 

Committee on Lighting Maintenance, 

1957. 

FINN, JAMES F., The Detroit 
2000 Second Ave., Detroit 4, Mich. 

Secretary, Michigan Section, 1956-1957; Re- 

gional Publications Representative, Great 

Lakes Region, 1956-1957. 

FISHER, W. C., Bureau of Aeronautics, Navy 
Dept., Room IW92, Washington 25, D. C. 

Aviation Lighting Committee, 1955-1956. 
FISHER, W. S., JR., General Electric Co., Nela 
Park, Cleveland, Ohio. 

Office Lighting Committee, 1955-1957; Hand 

book Revision Committee, 1956-1957. 
FITZGERALD, W. F., John A, Fitzgerald Elec 
tric Co. Inc., 43 Oxford St., Springfield 8, Mass. 

Joint Subcommittee — 1.E.S..SPI-NEMA (Plas- 

tics) of the Committee on Light Control and 

Equipment Design, 1955-1956. 
FITZGERALD, WILLIAM J., 
pany, Ine., Pittsburgh 19, Pa. 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip 

ment Design, 1956-1957. 

FLYNN, MICHAEL N., Benjamin Electric Mfg. 
Co., Des Plaines, Il. 

Subcommittee on Technical Data Sheets of 

the Publications Committee, 1956-1957; Sub- 

committee on Graphic Arts — Printing Indus- 
try of the Industrial Lighting Committee, 

1955-1956. 

FOERSTER, J. A., Day-Brite Lighting Inc., 
5991 S.W. 8ist St., S. Miami, Fla. 

Chairman, Southeast Florida Chapter, 

1956. 

FOLSOM, W. E., Dallas Power & Light Co.., 
1506 Commerce, Dallas 1, Texas. 


1955 


Edison Co., 


Koppers Com 


1955- 


1956 





Othce Lighting Committee, 1955-1957; Day- 


lighting Committee, 1955-1956. 


FOOTE, FRANKLIN M., National Society for 
the Prevention of Blindness, 1790 Broadway, 
New York, N. Y. 

School Lighting Committee, 1955-1957; Treas- 

urer, Board of Trustees, Illuminating Engi- 

neering Research Institute, 1955-1956. 
FORBES, J. C., General Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Chairman, National Technical Conference 

Committee, 1955-1957; Co-Chairman, Commit- 

tee on Lighting tor Civil Defense, 1955-1956. 
FORBES, T. W., American Institute for Re- 
search, 410 Amberson Ave., Pittsburgh, Pa. 

Subcommittee on Pavement Surfaces of the 

Committee on Street and Highway Lighting, 

1955-1957; Subcommittees on Research; Traf- 

fic Signs; and Traffic Safety of the Committce 

on Street and Highway Lighting, 1955-1957. 
FOULKS, W. V. C., Curtis Lighting Inc., 6155 
W. 65th St., Chicago 38, ID. 

School Lighting Committee, 1955-1956; Chair- 

man, Board of Fellows, 1955-1956; Committce 

on Lighting Education, 1955-1956; Chairman, 

Subcommittee on Demand for Professionally 

Trained Illuminating Engineers of the Com- 

mittee on Lighting Education, 1955-1956. 
FOWLER, J. W., Joe Willis Factory Sales Agen- 
cy, 601 Fifth Ave. S., Nashville, Tenn. 

Chairman, Tennessee Valley Section, 

1957; Secretary, 1955-1956. 

FRANCK, KURT, Holophane Co. Inc., Newark, 
Ohio. 

Papers Committee, 1956-1957; Progress Com- 

mittee, 1955-1956; Committee on Illumination 

Performance Recommendations, 1955-1956; 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1955-1956. 
FRANKLIN, J. S., General Electric Co., 
dersonville, N. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1955-1957; Chairman, 

Subcommittee on Guide for Photometric Test- 

ing of Floodlights of 10-160° Beam Spread of 

the Committee on ‘Testing Procedures for 

Illumination Characteristics, 1955-1957; Chair- 

man, Subcommittee on Guide for Photometric 

Testing of Outdoor Fluorescent Luminaires 

of the Committee on Ilumination Character- 

istics, 1955-1957; Chairman, Subcommittee on 

Guide for Electrical and Photometric Meas- 

urements of Mercury Vapor Lamps of the 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1955-1957; Subcommit- 

tee on Guide for Photometry of Searchlights 
of the Committce on Testing Procedures for 

Illumination Characteristics, 1955-1957; Sub- 

committee on Pavement Surfaces of the Com- 

mittee on Street and Highway Lighting, 1955- 

1957; Subcommittee on Practical Guide to 

Photometry of the Committee on Testing Pro- 

cedures for Illumination Characteristics, 1955- 

1956. 

FRANKLIN, MELROSE M., Rochester Gas & 
Electric Co., 89 East Ave., Rochester 4, N. Y. 

Secretary, Rochester Section, 1955-1957; Resi- 

dence Lighting Data Sheet Subcommittee of 

the Publications Committee, 1956-1957. 
FREDERICK, G. W., General Electric Co., 500 
Stinson Blvd., Minneapolis 13, Minn. 

Secretary, Twin City Section, 1955-1956. 
FREEMAN, GEORGE A., Westinghouse Elec- 
tric Corp., Bloomfield, N. J. 

Vice-Chairman, Committee on Light Sources, 

1956-1957; Member, 1955-1956. 
FREYER, EVE, Westinghouse Electric 
Bloomfield, N. J. 

Committee on Residence Lighting Forums, 

1955-1957; Subcommittee to Obtain Editorial 

Material of the Publications Committee, 1956- 

1957; Chairman, Review Subcommittee on 

Residential Lighting Data Sheets of the Pub- 

lications Committee, 1956-1957; Subcommittee 

on Outline for Training Program of the Resi- 

dence Lighting Committee, 1955-1956. 

FRICK, D. W., Canadian Broadcasting Corp., 
5253 Decarie Blvd., Montreal, Que., Canada. 

Committee on Television — Lighting for Pro- 

duction, 1955-1956. 

FRIEDE, H. A., Room 210, District Bldg., 14th 
& E Sts. N. W., Washington 4, D.C. 

Subcommittees on Luminaire Maintenance, 

Pavement Surfaces and Traffic Signs of the 

Committee on Street and Highway Lighting, 

1955-1957 


1956- 


Hen- 


Corp., 


1956 


FRILING, NORMAN P., Graybar Electric Co., 
704 S. Adams St., Peoria, Ill. 

Secretary, Central Illinois Chapter, 1955-1956. 
FRITZ, EMANUEL, School of Forestry, Uni- 
versity of Calif., Berkeley, Calif. 

Subcommittee on Sawmills of the Industrial 

Lighting Committee, 1955-1956. 

FRIZZELL, J. S., Pittsburgh Reflector Co., 403 
Oliver Bidg., Pittsburgh 22, Pa. 

Secretary, Pittsburgh Section, 1956-1957; Mem- 

bership Committee, 1955-1956. 
FROST, DON, Amalgamated 
Ltd., 1025 Ilth Avenue W., 
Canada. 

Chairman, Chinook Chapter, 1956-1957. 
FROST, EUGENE N., Stone & Webster 
Corp., 49 Federal St., Boston, Mass. 

Committee on Allied Arts, 1956-1957. 
FRY, GLENN A., School of Optometry, Ohio 
State University, Columbus 10, Ohio. 

Chairman, Committee on Standards of Quality 

and Quantity for Interior Illumination, 1955- 

1957; Research Executive Committee, Illumi- 

nating Engineering Research Institute, 1955- 

1956. 

FUCHS, THEODORE, Northwestern University, 
Evanston, Ill. 

Subcommittee on Theaters of the Institutions 

Committee, 1955-1957. 
FULTON, CLARE K.,, 
Hendersonville, N. C. 

National Technical 

1955-1957. 

FULTON, W., Northern Electric Co. Ltd., 141 
Catherine St., Ottawa, Ont., Canada. 
Secretary, Ottawa Chapter, 1956-1957. 


G 


GABLER, LLOYD A., The Detroit Edison Co., 
2000 Second Ave., Detroit 26, Mich. 

Committee on Residence Lighting Forums, 

1956-1957. 

GABRIEL, M. H., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Subcommittee on Guide for Photometric 

Measurements of Mercury Vapor Lamps and 

Subcommittee on Guide on Colorimetry of the 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1956-1957. 

GAER, GLENN B., Gaer Sales, 1246 Galapago 
St., Denver 4, Colo. 

Chairman, Rocky Mountain Section, 1955-1956. 
GAGE, H. P., 214 Chemung St., Corning, N. Y. 

Nomenclature Committee, 1955-1956. 
GALLET, E. H., Advance Transformer Co., 
2950 North Western Ave., Chicago 18, Il. 

Committee on Public Relations and Informa- 

tion, 1956-1957. 

GALLION, A. B., University of Southern Cali- 
fornia, School of Architecture, Los Angeles, 
Calif. 

Committee on Allied Arts, 1956-1957. 
GARDINER, R. G., Pacific Gas & Electric Co., 
86 S. 3rd St., San Jose, Calif. 

Secretary, San Jose Chapter, 1955-1956 
GARRETT, WALTER H., Westinghouse Elec- 
tric Corp., 40 Wall St., New York, N. Y. 

Subcommittee on Theaters of the Institutions 

Committee, 1955-1957. 

GAUTHIER, LEO P., Sylvania Electric Prod- 
ucts Inc., 407 Jackson Bldg., Buffalo 2, N. Y. 

Secretary, Western New York Section, 1956- 

1957; Subcommittee on Clothing Industry of 

the Industrial Lighting Committee, 1955-1956. 
GEARY, FE. A., New York Shipbuilding Co., 
Camden 4, N. J. 

Subcommittee on Interior Lighting — Marine 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1955-1957. 
GEDDIE, G. R. F., B. C. Electric Railway Co. 
Ltd., 820 Pandora Ave., Victoria, B. C., Canada. 

Secretary, Vancouver Island Chapter, 1955- 

1956. 

GEIS, LESTER, Garden City Plating & 
Co., 28 W. 47th St., New York, N. Y. 

Vice-Chairman, Store Lighting Committee, 

1956-1957; Member, 1955-1956. 
GENSBURGER, JACOB M., New Orleans Pub- 
lic Service Inc., 317 Baronne St., New Orleans 
9, La. 

Chairman, New Orleans Section, 1955-1956. 
GERUNG, GEORGE W., Westinghouse Electric 
Corp., Bloomfield, N. J. 

Searchlight Committee, 1955-1957; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1956-1957; Subcommittee on Bibliog- 


Corp. 
Alta., 


Electric 
Calgary, 


Eng. 


General Electric Co., 


Conference Committee, 


Mfg. 


raphy of the Searchlight Committee, 1955- 
1956; Subcommittee on Testing Procedures of 
the Searchlight Committee, 1955-1956. ’ 

GIBSON, C. D., Bureau of School Planning, 

California State Dep't of Education, 1100 S&S. 

Grand Ave., Los Angeles 12, Calif. 

Daylighting Committee, 1955-1957. 
GILBREATH, J. H., The Holophane Co. Ltd., 
150 The Queensway, Toronto, Ont., Canada. 

Chairman, British Columbia Section, 1955- 

1956. 

GILL, G., Gill Southern Associates, P.O. Box 

775, North Miami, Fla. 

Committee on Television — Lighting for Pro- 

duction, 1955-1956. 

GILLEARD, G., Curtis Lighting Inc., 6135 W. 

65th St., Chicago 38, Ill. 

Joint Subcommittee — 1.E.S.-SPI-NEMA (Plas- 

tics) of the Committee on Light Control and 

Equipment Design, 1955-1957; Subcommittee 

on Dining Areas of the Institutions Commit- 

tee, 1956-1957; Subcommittee on Kitchens of 

the Institutions Committee, 1955-1956. 
GLASS, G. K., Detroit Edison Co., 2000 Second 
Ave., Detroit, Mich. 

Chairman, Street and Highway Lighting Com- 

mittee, 1955-1957; Searchlight Committee, 

1956-1957; Official Representative, President's 

Highway Safety Conference, Engineering Com- 

mittee, 1955-1956. 

GOCHENAUR, FORD M., Penna. Power & 

Light Co., Penn Square, Lancaster, Pa. 
Chairman, Eastern Pennsylvania Section, 1955- 
1956. 

GODDARD, C. H., Thomas A. Edison Co., 51 

Lakeside Ave., W. Orange, N. J. 

Medal Award Committee, 1955-1957. 
GOGGINS, W. C., The Dow Chemical Co., 
Midland, Mich. 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip- 

ment Design, 1956-1957; Vice-Chairman, 1955- 

1956. 

GOHRING, JOHN F., J. E. Redmond Supply 

Co., 625 W. Madison, Phoenix, Ariz. 
Chairman, Arizona Section, 1956-1957. 

GOLDBERG, BENJAMIN, Engineer Research & 

Development Labs., Ft. Belvoir, Va 
Committee on Progress, 1955-1957; Liaison 
Representative, Searchlight Committee, 1956- 
1957; Subcommittee on Optics of the Search- 
light Committee, 1955-1957; Searchlight Com- 
mittee, 1955-1956. 

GOODALL, KATHARINE T., Philadelphia 

Electric Co., 900 Sansom St., Philadelphia 5, Pa. 
Committee on Residence Lighting Forums, 
1955-1957; Residence Lighting Data Sheet 
Subcommittee of the Publications Committee, 
1956-1957; Subcommittee on Outline for 
Training Program of the Residence Lighting 
Committee, 1955-1956. 

GOODMAN, BENJAMIN, 

Wholesalers, 4410 Georgia Ave. 

ington, D. C. 

Chairman, Capital Section, 1955-1956. 
GOODWIN, DONALD W., Havens Electric Co., 
31 Hudson Ave., Albany, N. Y. 

Secretary, Eastern New York Section, 

1957. 

GORDON, D. S., B. C. Electric Co. Ltd., 570 
Dunsmuir St., Vancouver, B. C., Canada. 
Chairman, British Columbia Section, 1956- 
1957. 

GOREN, LOUIS, Smitheraft Lighting Div., 

A. L. Smith Iron Co., 30 E. 40th St., New York, 

N. Y. 

Chairman, New York Section, 1955-1956. 
GORNET, JOHN E., Day-Brite Lighting Inc., 
5411 Bulwer Ave., St. Louis 7, Mo. 

Committee on Progress, 1955-1957. 
GRAHAM, ROBERT J., Box 182, Mills College, 
Oakland 13, Calif. 

Subcommittee on Theatres of the Institutional 

Lighting Committee, 1955-1956. 

GRAHAM, W. P., Philadelphia Electric Co., 

1015 Chestnut St., Philadelphia, Pa. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957. 

GRANVILLE, W. C., Container Corp. of Amer- 

ica, 38 S. Dearborn, Chicago 3, Ill. 
Vice-Chairman, Committee on Color and Illu- 
mination, 1955-1956. 

GREENE, B. F., 100 West 42nd Street, New 

York 36, N. Y. 

Daylighting Committee, 1955-1956; Progress 

Committee, 1955-1957; Chairman, Subcommit- 

tee on Availability of Daylighting (Exterior) 


National Electric 
N.W., Wash- 


1956- 
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of the Daylighting Committee, 1955-1957; Sub 

committee for Revision of “Recommended 

Practice of Davlighting’ of the Davlighting 

Committee, 1955-1957; Papers Committee, 

1955-1956, Official Representative, ASA Com 

mittee A‘S, 1955-1956; Subcommittee on Edi 

torial Content of the Publications Commit 

tee, 1955-1956 
GREENLEE, P. H., 
Ohio 

Secretary, 

1957 
GREPPIN, FE. H., Wilmot Castle Co., 1255 
University Ave., Rochester 7, N. Y. 

Subcommittee on Hospitals of 

tional Committee, 1955-1956. 
GREVELIUS, CURT W., Warren Electric Co 
2112 Walker Ave., Houston, Texas. 

Chairman, San Jacinto Section, 1956-1957 
GRIFFITH, J. W., Southern Methodist Univer 
sity, Dept. of Engineering Research, Dallas, 
I exas 

Vice-Chairman, Davlighting Committee, 1956 

1957; Member, 1955-1956; Chairman, Sub 
Brightness Ratio Measurement 
Committee, 1956-1957; 
Chairman, Subcommittee 


Grimes Mfg. Co., Urbana 


Aviation Lighting Committee, 1956 


the Institu 


committee on 
of the Davlighting 
Member, 1955-1956 
on Measurement and Reporting of Daylight 
ing of Interiors of the Daylighting Committee, 
1955-1957; Subcommittee on Availability of 
Daylighting (Exterior) and Subcommittee on 
Lower Ceiling Classrooms of the Daylighting 
Committee, 1955-1957. 

GRIFFIN, NOYCE L., Federal Security 

Public Health Service, Washington 25, D. € 
Chairman, Subcommittee on Hospitals of the 

1956-1957; Member, 


Agency, 


Institutions Committee, 
1955-1956 

GURIN, H. M., National Broadcasting Co., 

Rockefeller Center, New York, N. Y 
Inter-Society Liaison Representative, 
TV Committee, 1955-1956. 

GUSTIN, D. S&S. Sylvania 

Loring Ave. Satem. Mass 
Searchlight Committee, 1955-1957. 

GUIH, reED E., bkdwin Ft. Guth Co., 2615 

Washington Bivd., St. Louis 3, Mo. 
Chairman, Sustaining Membership Committee 
1955-1957: Committee on Public Relations 
and Information, 1955-1956 

GUTH. §8. K., General Electric Co., Nela Park, 

Cleveland 12, Ohio 
Papers Committee, 1956-1957; Committee on 
Standards of Quality and Quantity for Inte 
rior Hllumination, 1955-1957; Subcommittee 
on Review of Editorial Content of the Publi 
cations Committee, 1956-1957; Nomenclature 
Committee, 1955-1956; Committee on Color 
and Illumination, 1955-1956; Official Repre 
sentative, American Association for the Ad 
vancement of Science, Governing Board, 1955 
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Electric Products, 


H 


HAAS, ¢ P., General Electric Co., 4th & 
Farnham St., Omaha, Nebr 
Chairman, Cornhusker Chapter, 1955-1956. 
HALL, DENTON E., C. M. Buck & Associates 
2927 Central Ave., Indianapolis 5, Ind. 
Chairman, Indiana Section, 1956-1957. 
HALL, HOWARD C., 405 Seattle 1, 
Wash. 
Chairman, Puget Sound Section, 1956-1957 
HALL, R. VV. Lynn Hall, Port Allegany, Pa 
Subcommittee on Lower Ceiling Classrooms of 
the Committee on Davlighting, 1955-1957 
HALLMAN, FE B Electric Service Mig. Co., 
i7th & Cambria Sts, Philadelphia 32, Pa 
Committee on Public Convevances (Interior), 
1955-1957: Subcommittee on Interior Lighting 
land Transportation of the Committee on 
Public Interior Lighting, 1955 
1957 
HALTEMAN, FE. W 
Light Co., 534 Main St., Bethlehem, Pa 
Residence Lighting Committee, 1955-1956 
Subcommittee on Portable Lamps —Measure 
ment of Performance Characteristics of the 
Residence Lighting Committee, 1955-1956. 
HALVORSON, C. A. B., 30 Red Rock St. FE 
Lynn, Mass 
Street and 
1955-1957; 


Union, 


Convevances 


Pennsyivania Power & 


Committee 
Historical Committee, 1955-1957; 
Committee on Public Convevances — Interior 
Lighting, 1956-1957; Chairman, Subcommittee 
on Standard Practice of the Street and High- 


Highway Lighting 
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way Lighting Committee, 1955-1957; Subcom 

mittee on Pavement Surfaces of the Committee 

on Street and Highway Lighting, 1955-1957. 
HAM, CLIFFORD, General Electric Co., 1518 
Line Avenue, Shreveport, La 

Chairman, Ark-La-Tex Chapter, 1956-1957. 
HAMMERSTROM, A. P.. Westinghouse Electric 
Supply Co. 1225 Indiana Ave., Toledo 7, Ohio 

Chairman, Northwestern Ohio Section, 1955 

1956 
HAMON, R.L., Chief, School Housing Section, 
Div. of School Administration, U. S. Office of 
Education, Washington 25, D. ¢ 

School Lighting Committee, 1955-1957. 
HAMPSEY, A. &., JR... Duquesne Light Co 

45 Sixth Ave., Pittsburgh 19, Pa 

Regional Representative, Publications 

mittee, East Central Region, 1955-1957. 
HANES, R. M., 258 Vinevard Dr., R. D. 5, Box 
180, Gibsonia, Pa 

Subcommittee for Revision of “Recommended 

Practice of Davlighting” of the Daylighting 

Committec 1945-1957 
HANEY, J. S., 
Wall St.. Syracuse 1, 

Secretary, Central 

1957. 

HANSEN, EVELYN, Utah Power 
Box 899, Salt Lake City 10, Utah 

Committee on Residence Lighting Forums 

1955-1956; Subcommittee on Outline for 

Iraining Program of the Residence Lighting 

Committee, 1955-1956 
HARBIN, C. ¢ 2351 N. 
Atlanta, Ga 

Regional Publications Representative, 

eastern Region, 1956-1957 
HARMON, D. B., Texas State 
Austin, Texas 

School Lighting Committee, 1955-1957. 
HARPER, D. A., General Electric Supply Co., 
105 Fulton W., Grand Rapids 2, Mich. 

Secretary, Western Michigan Section, 

1956. 

HARRIS, A. S., B. C. Electric Co., 
Ave., Victoria, B. C., Canada. 

Chairman, Vancouver Is!and 

1957. 

HARRIS. I P.. 6087 
27, Va. 

Secretary, Virginia Chapter, 1956-1957. 
HARRISON, LAWRENCE §&., 228 Fox Meadow 
Road, Scarsdale, N. Y. 

Committee on Allied Arts, 1955-1956. 
HARRISON, WARD, 23475 Stanford 
Cleveland 22, Ohio. 

Committee on Standards of Quality and Quan 

tity for Interior Illumination, 1955-1957: 

Committee on Lighting Design Practice, 1955 

1957; Chairman, Medal Award Committee, 

1955-1956; Honorary Chairman, Committce 

on Progress, 1955-1956 
HARRISON, WILLIAM N., The Philadelphia 
Electric Co. 1015 Chestnut St., Philadelphia 5 
Pa 

Subcommittee on Graphic Arts — Printing In 
Industrial Lighting Committee 


Com 


Crouse Hinds Company, 120! 
N.Y 
New York Section, 1956 


& Light Co 


Amanda Circle N. E., 
South 


Dept. of Health, 


1955 
820 Pandora 


Chapter, 1956 


Bonneau Road, Richmond 


Road, 


dustry of the 
1955-1956 
HART, A. L., General Electric Co., Nela Park 
Cleveland 12, Ohio 
Task Committee Joint IES and Outdoor 
Advertising Ass'n, 1956-1957: Subcommittee 
on Service Station and Parking Areas of the 
Committee on Street and Highway Lighting 
1955-1956. 
HART, LLOYD K., Canadian Westinghouse Co 
Itd., Hamilton, Ont., Canada 
Secretary, Hamilton Ontario Chapter, 1955 
1956. 
HARTENSTEIN, R. F., 
Akron, Ohio. 
Past President, 1956-1957; President, 1955 
1956; Advisory Board to the President, 1956 
1957; Board of Nomination, 1956-1957; Medal 
Award Committee, 1956-1957: Trustees, I.E.S 
Headquarters Retirement Pension Plan, 1956 
19957; Chairman, Council Executive Commit 
tee, 1955-1956; Board of Trustees, Mluminat 
ing Engineering Research Institute, 1955-1956; 
Fx-officio member of all committees, 1955- 
1956: Official Representative, U. S. National 
Committee of the International Commission 
on Illumination, 1955-1956; Official Represen- 
tative, President's Highway Safety Conference 
Committee on Organized Public Support, 
1955-1956. 


Ohio Edison Company, 


HASKINS, M. E., Westinghouse Flectric Corp., 
Bloomfield, N. J. 

Subcommittee on Service Station and Parking 

Areas of the Committce on Street and High 

wev Lighting, 1955-1956. 

HASLAM, T. W., Georgia Power Co 
Marietta St. N.W., Atlanta, Ga. 

Secretary, Georgia Section, 1955-1957 
HASTINGS, M. B., Powerlite Devices Ltd., 1870 
Davenport R1., Toronto, Ont., Canada. 

Street and Highway Lighting Committee, 

1955-1957 
HAICH 
Corp., 87 City Park Avenue, 

Searchlight Committee, 1955-1957; Light 

Sources Subcommittee of the Searchlight 

Committee, 1956-1957; Auxiliaries Subcommit 

tee and Subcommittee on Bibliography of the 

Searchlight Committee, 1955-1956 
HAWAINS, W. EARLE, Atlantic City Electrix 
Co., 1600 Pacific Ave., Atlantic City, N. J. 

Committee on Street and Highway Lighting 

1955-1957; Chairman, Subcommittee on Pho 

tographic Studies of the Committee on Street 

and Highway Lighting, 1955-1957. 

HAYES, WILLARD E., General Electric Co., 
438 Delaware Ave., Buffalo 2, N. Y 

Chairman, Western New York Section, 1955 

1956; Subcommittee on Clothing Industry of 

the Industrial Lighting Committee, 1955-1956. 
HAYNES, C. P., Watts Electric Co., 227 S. 
Farish St., Jackson, Miss. 

Secretary, Mississippi Chapter, 1956-1957. 
HAYNES, HOWARD, General Electric Co., Nela 
Park, Cleveland 12, Ohio 

Subcommittee on Hospitals of the Institutional 

Committee, 1955-1957. 

HAYNES, R. M. 

Committee on Color and Hlumination, 1955 

1956. 

HAZLETON, S. H., General Electric Co., 570 
Lexington Ave., New York 22, N. Y. 

Committee on Public Relations and 

mation, 1455-1957 
HEARN, CHARLES A... Army 
Board No. 1, Fort Sill, Okla. 

Searchlight Committee, 1955-1957. 
HECKMAN, L. F.. The Union Metal Mfg. Co., 
1432 Maple Ave. N.E., Canton 5, Ohio. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Program and Publicity 

Subcommittee of the Street and Highway 

Lighting Committee, 1955-1957; Subcommittee 

on Pavement Surfaces and Subcommittee on 

Trathe Safety of the Committee on Street and 

Highway Lighting, 1955-1957. 

HEDRICH, W. A., University of Michigan, Ann 
Arbor, Mich. 

Committtee on Education, 1956-1957; Sub 

committee on Curriculum of the Committee 

on Education, 1955-1956. 
HEINE-GELDERN, ROBERT A. 
Chemical & Mfg. Co., 100 Chestnut St., 


ARTHUR Jf.. The Strong Flectric 
Toledo 1, Ohio 


Field 


Forces 


Hanovia 
Newark, 


Searchlight Committee, 1956-1957. 
HENDERSON, R. L., General Electric Co., 
Park, Cleveland 12, Ohio. 

Committee on Public Convevances (Interior), 

1955-1957; Interior Lighting — Land Transpor 

tation of the Committee on Public Convey 

ances — Interior Lighting, 1955-1957. 
HENGES, WILLARD E., Graybar Electric 
Corp., 420 Lexington Ave., New York 17, N.Y. 

Board of Trustees, Hluminating Engineering 

Research Institute, 1955-1956. 

HERBERT, J. S.. Blue Ridge Glass Corporation, 
P.O. Box 631, Kingsport, Tenn. 

Davlighting Committee, 1955-1957; Subcom- 

mittee on Revision of Handbook, Daylighting 

Section, of the Davlighting Committee, 1956- 

1957; Subcommittee on Revision of Recom 

mended Practice for Davlighting; and Sub 

committee on Measurement and Reporting o 1 

Daylighting of Interiors of the Daylighting 

Committee, 1955-1957. 

HERR, R. L., Philadelphia Electric Co., 
Chestnut St., Philadelphia 5, Pa. 

Secretary, Philade'phia Section, 1955-1957. 
HERSAM, G. E., Pacific teas & Electric Co., 
1100 K St., Sacramento 6, Calif 

Secretary, Mother Lode Chapter, 1955-1956. 
HEYER, FARL B., Hever-Shultz, Inc., 24 Fac 
torv St., Cedar Grove, N. J. 

Searchlight Committee, 1956-1957; Optics Sub 

Committee of the Searchlight Committee, 

1956-1957. 
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HIBBEN, 8. G., 31 
N.J. 

Chairman, Historical Committee, 1955-1957; 

Golden Anniversary Committee, 1955-1956 

Board of Fellows, 1955-1956; Honorary Chair- 

man, Committee on Progress, 1955-1956. 
HICKMAN, L. H., General Electric Co., 403 
Barnett Madden Bldg., Jackson, Miss 

Chairman, Mississippi Chapter, 1955-1956. 
HILEMAN, D. V., Martin Wright Electric Co., 
1001 Navarro St., San Antonio 5, Texas 

Chairman, Alamo Chapter, 1955-1956 
HILL, WALLACE G., Voltare Tubes, 
Cross St., Norwalk, Conn. 

Committee on Testing Procedures for Illumi 

nation Characteristics, 1955-1957; Subcommit 

tee on Guide for Photometric Testing of 

Fluorescent Lamps of the Committee on Test 

ing Procedures for Ulumination Characteris 

tics, 1955-1957; Subcommittees on Practical 

Guide to Photometry; and Guide for Life 

Performance Testing of Fluorescent Lamps of 

the Committee on Testing Procedures for 

Iilumination Characteristics, 1955-1956. 
HILLS, WILLIAM B., P.O. Box 667, Los Ala 
mos, N. M. 

Chairman, New Mexico Chapter, 1955-1956 
HINCKLEY, A. D., Hluminating Engineering 
Society, 1860 Broadway, New York 25, N 

Advisory Board to the President, 1955-1957; 

National Technical Conference Committee, 

1955-1997. 

HINGSTON, G. N., Metal Window 
806 Rowland Road, Cheltenham, Pa. 

Davlighting Committee, 1955-1957 
HOCHENAUER, GEORGE A., Benjamin Elec 
tric Mfg. Co., 923 E. Third Street, Los Angeles 
13, Calif 

Chairman, 

1957. 


HODGES, JAMES A., 


Clinton Avenue, Montclair, 


Inc., 44 


Institute 


Southern California Section, 1956- 
James A. Hodges Co., 4 
W. Manilla Ave., Greentree, Pittsburgh 20, Pa 
Secretary, Pittsburgh Section, 1955-1956. 
HOLCH, CARL, Bolta Co., 151 Canal St., 
Lawrence, Mass. 
Joint Subcommittee — 1.E.S..SPI-NEMA (Plas- 
tics) of the Committee on Light Contre! and 
Equipment Design, 1955-1956 
HOLDEN, CARLETON M., Champion Lamp 
Works, 330 Lynnway, Lynn, Mass. 
Chairman, New England Section, 1956-1957; 
Committee on Lighting Maintenance, 1955- 
1957: Committee on Light Control and Fquip- 
ment Design, 1955-1957. 
HOLLISTER, C. D., Niagara Mohawk 
Corp., 126 State St., Albany I, N. Y. 
Chairman, Eastern New York Section, 
1957. 


HOLMES, 


Power 
1956- 
PERCY R., General Electric Co., 3 
Penn Center Plaza, Philadelphia 2, Pa. 

Subcommittee on Graphic Arts — Printing In- 

dustry of the Industrial Lighting Committee, 

1955-1996; Subcommittee on Color-Appraisal 

of the Industrial Lighting Committee, 1955 

1956. 

HOOT, R. M., Philadelphia Electric Co., 211 § 
Broad St., Philadelphia 5, Pa. 

Committee on Street and Highway 

1956-1957. 
HOPKINSON, 
trial Centre No. 

Chairman, Quebec Chapter, 
HORN, HARRY W., University of 
Urbana, Ul. 

Committee on Education, 1956-1957. 
HORNER, MERRITT, 815 Chestnut Hill Road, 
Glastonbury, Conn. 

Chairman, Connecticut Section, 1956-1957. 
HORTON, G. A., Westinghouse Flectric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Committee on Testing Procedures for Illumi- 

nation Characteristics, 1955-1957; Chairman, 

Subcommittee on Guide for Outdoor Illumina 

tion Tests of the Committee on Testing Pro 

cedures for Illumination Characteristics, 1956- 

1957; Chairman, Subcommittee on Guide for 

Use of Photoelectric Portable Photometers and 

Chairman, Subcommittee on Guide for Photo- 

metric Testing of Fluorescent Luminaires of 

the Committee on Testing Procedures for Ilu- 
mination Characteristics, 1955-1957; Subcom- 
mittees on: Practical Guide for Brightness 

Measurements; Guide for Photometric Test- 

ing of Floodlights of 10°-160° Beam Spread; 

Guide for Photometric Testing of Outdoor 

Fluorescent Luminaires; of the Committee on 

Testing Procedures for Ilumination Charac- 


Lighting, 


GEORGE, Tri-Bec Inc., Indus 
5, Quebec, P. Q., Canada. 
1955-1956. 
Illinois, 


1956 


1955-1957; Subcommittee on Prac- 
Photometry of the Committee 
on lesting Procedures for  lLlumination 
Characteristics, 1955-1956. 
HOUSTON, W. H., Interelectric Corp., Warren, 
Pa. 
Committee on Testing Procedures for Hlumi 
nation Characteristics, 1955-1957; Committee 
on Light Sources, 1956-1957; Subcommittee 
on Guide on Colorimetry of the Committec 
on Testing Procedures for Hlumination Char 
acteristics, 1956-1957. 
HOWARD, G. T., General 
Park, Cleveland 12, Ohio. 
Subcommittee on Theatres of the Institutional 
Committee, 1955-1957; SMPTE Representative, 
1955-1956 
HOXIE, J. P., 
N.Y 
Traffic Sign Subcommittee of the 
on Street and Highway Lighting, 
Subcommittee on Visibility Under 
tions of the Committee on Street and Highway 
Lighting, 1955-1957. 
HRIVNATZ, HARRY G., Houston Lighting & 
Power Co., P.O. Box 1700, Houston 1, Texas. 
Street and Highway Lighting Committee, 
1955-1957. 
HUGHES, D. R., 
9, Ohio. 
Chairman, Miami 
HULTGREN, R. C 
Ave., Batavia, Il. 
School Lighting Committee, 
HUNT, O. D., Kansas State 
tan, Kans, 
Farm Lighting Committee, 1955-1956 
HUSF, RALPH L., 166 Mount Vernon Ave., 
West Roxbury, Mass. 
Secretary, New England 


INNIS, L. E., Svivania Electric Products Inc., 
2001 N. Cornell, Melrose Park, Il 
Farm Lighting Committee, 1955-1956 


J 


TACK, GEORGE N., Raybro Electric 
Inc., P.O. Box 370, St. Petersburg, Fla. 

Chairman, Florida Section, 1956-1957. 
JACKSON, R. ¢ IR., Cahn Electric Co. Inc., 
708 Milam, Shreveport, La. 

Secretary, Ark-La-Tex Chapter, 1955-1956. 
TACOBUS, NEAL, Jacobus and Babinsky, 495 
Franklin St., Buffalo 2, N. Y. 

LES. -t S. Public Health 

tee, 1955-1957; Committee on 

sign Practice, 1955-1956. 
JAEGER, ARTHUR R., Lighting Sales Dept., 
Corning Glass Works, Corning, N. Y. 

Committee on Progress, 1955-1957; Residence 

Lighting Committee, 1955-1957; Subcommittee 

on Portable Lamps — Measurement of Per 

formance Characteristics of the Residence 

Lighting Committee, 1955-1956. 
JAMES, HUGH 5&., Duquesne Light 
Sixth Ave., Pittsburgh 19, Pa. 

Chairman, Pittsburgh Section, 
JAMES, LEONARD V., 513 Catherine 
Grange, Tl. 

Chairman, Committee on Institutions, 1956 

1957; Vice-Chairman, 1955-1956; School Light- 

ing Committee, 1955-1957; Subcommittee on 

Kitchens of the Institutions Committee, 1955- 

1956. 

JARRETT, CHESTER, Portland General 
tric Co., 621 S.W. Alder St., Portland 5, 

School Lighting Committee, 1955-1957. 
JARVIS, R. C. B., Jarvis & Co., 10112 
St., Edmonton, Alta., Canada. 

Chairman, Edmonton Chapter, 
JENKS, D. N., General Electric 
Thompson St., Richmond 21, Va. 

Chairman, Virginia Chapter, 1956-1957. 
JENSEN, BRUCE J., Public Service Electric & 
Gas Co., 80 Park Place, Newark, N. J. 

Medal Award Committee, 1955-1957; Commit- 

tee on Handbook Revision, 1955-1957; Ad- 

vance Planning Committee, 1955-1957; Alter- 
nate Regional Representative, National Board 

of Nomination, 1955-1956. 

JENSEN, CARI F., Westinghouse Electric 
Corp., Merchandise Mart Plaza, Chicago, Il. 
Secretary, Chicago Section, 1956-1957. 


teristics, 
tical Guide to 


Flectric Co., Nela 


Corning Glass Works, Corning 


Committee 
1955-1957 
Fog Condi 


JR., 121 Forer Blvd., Dayton 


Valley Chapter, 1955-1957 


. Celine Inc., North Island 


1955-1957. 
College, Manhat 


Section, 1955-1957. 


Supplies 


Service Commit 
Lighting De- 


Co., 435 


1955-1956 
Ave., La 


Elec 
Ore. 


124th 


1956-1957. 
Co., 1004 N. 


JENSEN, J. H., General Electric Co., Ne 
Cleveland 12, Ohio. 

Committee on Allied Arts, 1956-1957 
JEROME, C. W., Sylvania Electric 
Inc., 60 Boston St., Salem, Mass. 

Subcommittee on Color Rendition of the 

Sources Committee, 1955-1957. 
JOHANNESEN, R. M., Johannesen Electric Co 
Inc., Box C-1, Greensboro, N. ¢ 

Membership Committee, 1956-1957; 

tee on Public Relations and 

1955-1956. 
JOHNSON, L. M., 
Hall, Chicago 2, Il. 

Pavement Surfaces Subcommittee of the 

mittee on Street and Highway Lighting, 1955 

1957; Street and Highway Lighting Commit 

tee, 1955-1956; Subcommittee on Luminaire 

Maintenance of the Committee on Street and 

Highway Lighting, 1955-1956. 
JOHNSON, LESTER B., Pueblo Electric 
ply Co., 131 Spring St., Pueblo, Colo 

Secretary, Southern Colorado Chapter 

1957. 

JOHNSON, R. K., Dept. of Mari 
time Administration, Washington 25, D. C. 

Subcommittee on Interior Lighting — Marine 

Iransportation of the Committee on Public 

Convevyances — Interior Lighting, 1955-1957. 
JOHNSON, W. H., Westinghouse Electric Corp.., 
1216 W. 58th St., Cleveland i, Ohio. 

Store Lighting Committee, 1956-1957 

committee on Foundries of the 

Lighting Committee, 1955-1956. 
JONAS, RAY, Newberry Electric Corp. of Ariz., 
2146 E. Washington, Phoenix, Ariz. 

Regional Representative, Publications 

mittee, 1955-1957. 
JONES, BEVAN, JR,, 
Co., Box 2591, Phoenix, Arizona 

Chairman, Arizona Section, 1955-1956. 
JONES, DUNCAN M., Curtis Lighting of Can 
ada, Ltd., 991 St. Antoine St., Montreal, Que., 
Canada. 

Past President, 


la Park, 


Products 


Light 


Commit- 
Information, 
City 


City of Chicago, 710 


Com 


Sup- 
1956 


Commerce, 


Sub 
Industrial 


Com- 


Arizona Public Service 


1956-1957; Board of Nomina- 
tion, 1955-1957; Medal Award Committee, 
1955-1957; Chairman, Trustees, I.E.S. Head- 
Retirement Pension Plan, 1956-1957; 
1955-1956; Chairman, Task Com- 
Dues, 1955-1956; Chairman, 
Committee to Study Re-Design of Past-Presi- 
dent's Pin, 1955-1956; Board of Trustees, 
Illuminating Engineering Research Institute, 
1955-1956; Advisory Board to the President, 
1955-1956 
JONES, J. ROY, Westinghouse Electric 
600 St. Paul Ave., Los Angeles, Calif. 
Committee on Lighting Design Practice 
1957. 
JONES, W. F., Smoot-Holman Co., $2! N. 
Eucalyptus Ave., Inglewood, Calif. 
Committee on Testing Procedures for 
nation Characteristics, 1955-1957; Subcommit- 
tee on Guide for Photometric Testing of 
Fluorescent Luminaires; Subcommittee on 
Guide to Photometry; and Subcommittee on 
Practical Guide for Brightness Measurements 
of the Committee on Testing Procedures for 
Illumination Characteristics, 1956-1957 
JORDAN, COY C., Carolina Power & Light Co., 
Raleigh, N. ¢ 
Chairman, Tar Heel Section, 1955-1956 
JORN, A. T., A.S.H.A.BE. Research Laboratory, 
7218 Euclid Ave., Cleveland, Ohio. 
ASHAE Cooling Load Subcommittee of the 
IES-ASHAEF Joint Committee, 1955-1956 
JUDD, D. B., National Bureau of Standards, 
Washington 25, D. C. 
Subcommittee on Color Rendition of the 
Light Sources Committee, 1955-1957. 
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KAHLER, WILLIAM H., Westinghouse Elec 

tric Corp., 1216 W. 58th St., Cleveland 1, Ohio. 
Chairman, Industrial Committee, 1956-1957; 
Member, 1955-1956; Handbook Revision Com- 
mittee, 1955-1957; Committee on Illumination 
Performance Recommendations, 1955-1956; 
Official Representative, ASA Committee 753, 
1955-1956. 

KARNS, E. B., Westinghouse Electric 

1216 W. 58th St., Cleveland, Ohio. 
Street and Highway Lighting Committee, 1955- 
1956; Subcommittee on Parking Area Lighting 
and Subcommittee on Program and Publicity 
of the Street and Highway Lighting Commit- 
tee, 1955-1956. 
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KALEMAN, JOHN E., Il'ominating Engineer- 
ing Society, 1860 Broadway, New York 23, N.Y. 
Subcommittee on Technical Data Sheets and 
Subcommittee on Residence Lighting Data 
Sheets of the Publications Committee, 1956- 
1957. Subcommittee on Central Station Prop- 
erties of the Industrial Lighting Committee, 

1955-1956 
KFALLY, FRANCIS, 17 FE. 49th St., New York 
17, N. ¥ 

Subcommittee on Hotels of the 

Committee, 1955-1957. 

KECK, MERLE E., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Chairman, Cleveland Section, 1956-1957; Com 

mittee on Street and Highway Lighting, 1956- 

1957: Committee on Lighting Maintenance, 

1956-1957; Secretary, 1955-1956; Subcommit- 

tees on: Parking Area Lighting; Program and 

Publicity; Tunnel and Underpass; Standard 

Practice: Roadway Lighting Principles; and 

High Speed, Heavy Traffic Density Highways 

of the Committee on Street and Highway 

Lighting; Committee on Progress, 1955-1956 
KELLER, C. C., Holophane Co. Inc., 42 Madi- 
son Ave... New York 17, N. Y. 

Finance Committee, 1955-1957; Industrial 

Lighting Committee, 1955-1956; Headquarters 

Planning Committee, 1955-1956. 

KELLY. HENRY S., 282 York St., New Haven 
ll, Conn 

Chairman, Connecticut Section, 1955-1956. 
KELLY, RICHARD, 821 E. 54th St., New York, 
N.Y 

Committee on Store Lighting, 1955-1957. 
KELLY, THOMAS S., Thomas S. Kelly Light- 
ing, 115 E. 60th St., New York 22, N. Y. 

Official Representative, ASA Committee C78, 

1955-1956 
KELSEY, E. W., Pennsylvania Power & Light 
Co., 22 N. 2nd, Harrisburg, Pa. 

Secretary, Eastern Pennsylvania Section, 1955- 

1956 
KENDALL, R. C., Kimble Glass Co., P.O. Box 
1035, Toledo, Ohio. 

Daylighting Committee, 1956-1957; Subcom- 

mittee on Revision of “Recommended Prac- 

tice for Davlighting,.” 1955-1957. 
KENNEDY, W. B., Sylvania Electric Products 
Inc., 805 Wisconsin Tower Bldg., Milwaukee 3, 
Wis 

Subcommittee on Service Station and Parking 

Areas of the Committee on Street and High 

wav Lighting, 1955-1956. 

KETCH, }. M., General Electric Co., Nela Park, 
Cleveland 12, Ohio 

Chairman, Subcommittee on Museums and 

Art Galleries of the Institutions Committee, 

1956-1957. 

KEVERN, G. M., Army Air Forces, Equipment 
Laboratory, Wright Field, Dayton, Ohio. 

Committee on Elements of Signal Lighting, 

1955-1957; Searchlight Committee, 1955-1957; 

Aviation Lighting Committee, 1955-1956; Sub- 

committee on Visibility of Sources of the 

Searchlight Committee, 1955-1956. 

KEYES, JOHN E., Benjamin Electric Mfg. Co., 
829 Folsom St., San Francisco 7, Calif. 

Secretary, Golden Gate Section, 1956-1957; 

Subcommittee on Sawmills of the Industrial 

Committee, 1955-1956. 

KEYSER, JOHN T., Alabama Power Co., 2100 
N. Ist Ave., Birmingham, Ala 

Secretary, Alabama Section, 1955-1956. 
KILLIAN, T. J., Office of Naval Research, 
Washington 25, D. ¢ 

Committee on Allied Arts, 1955-1957. 
KILPATRICK, J. L., Benjamin Electric Mfg. 
Co., Leader Div., 74 Trinity Place, New York, 

School Lighting Committee, 1955-1957. 
KIMBALL, G. S., San Diego Gas & Electric Co., 
P.O. Box 1831, San Diego 12, Calif. 

Chairman, San Diego Chapter, 1956-1957. 
KING, G. DONALD, Sylvania Electric Products 
Inc., 3466 E. Marginal Way, Seattle, Wash. 

Chairman, Puget Sounl Section, 1955-1956; 

Subcommittee on Sawmills of the Industrial 

Committee, 1955-1956. 

KINGSBURY, H. F., Pittsburgh Corning Corp., 
Port Allegany, Pa. 

Committee on Progress, 1955-1957; Daylight. 

ing Committee, 1955-1957; Chairman, Sub- 

committee on Revision of Handbook, Daylight- 
ing Section, of the Daylighting Committee, 

1956-1957; Chairman, Subcommittee on Lower 

Ceiling Classrooms of the Daylighting Com- 

mittee, 1955-1957; Subcommittee on Avail- 


Institutions 
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ability of Daylighting (Exterior) of the Day- 

lighting Committee, 1955-1957; Subcommittee 

on Revision of Recommended Practice for 

Daylighting of the Daylighting Committee, 

1955-1957. 

KLIFGL, H. A., Klieg! Bros./Universal Electric 
Stage Lighting Co. Inc., 321 W. 50th St., New 

York 19, N. Y. 

Committee on Television — Lighting for Pro- 

duction, 1955-1956; Inter-Society Liaison Rep- 

resentative — 1.E.S. TV Committee, 1955-1956; 

Official Representative, Society of Motion Pic- 

ture & Television Engineers, (955-1956. 
KLEINSCHMIDT, C. C., P.O. Box 843, New 
Orleans, La. 

Secretary, New Orleans Section, 1956-1957. 
KNIGHT, A. R., Illinois Division of Highways, 
Springfield, I. 

Subcommittee on Visibility Under Fog Condi- 

ditions of the Committee on Street and High- 

wav Lighting, 1955-1957. 

KNOWLES, F. L., U. S. Dept. of Public Health 
Service, National Institute of Health, Memphis, 
Tenn. 

Davlighting Committee, 1955-1956. 
KOLB, W. S.. Westinghouse Electric 
1216 W. 58th St., Cleveland 1, Ohio. 

Progress Committee, 1956-1957. 
KOLBEINS, E. N., Associated Consulting Fngi- 
neers, 1770 W. Georgia St., Vancouver, B. C. 

Secretary, British Columbia Section, 1955-1956. 
KOOKER, F. M., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Guide for Life Performance Testing of Fluo- 

rescent Lamps Subcommittee of the Commit- 

tee on Testing Procedures for Illumination 

Characteristics, 1955-1956. 

KORBFL, HAROLD, Naval Material Labora- 
tory, New York Naval Shipyard, Brooklyn 1, 
N.Y. 

Searchlight Committee, 1955-1957: Nomencla- 

ture Subcommittee of the Searchlight Commit. 

tee, 1955-1957: Light Sources Subcommittee of 

the Searchlight Committee, 1956-1957. 
KORTEN, G. E., Consumers Power Co., 212 
W. Michigan Ave., Jackson, Mich. 

Street and Highway Lighting Committee, 1955- 

1957; Chairman, Subcommittee on Coordina 

tion of the Committee on Street and High 

way Lighting, 1955-1957: Chairman, Subcom 
mittee on IFS Handbook Revision of the 

Street and Highway Lighting Committee, 

1956-1957; Subcommittee on Luminaire Main- 

tenance of the Committee on Street and High- 

way Lighting, 1955-1957. 

KOSAK, ARNO, Donceles 89, Mexico 1, D. F. 

Secretary, Mexico Chapter, 1956-1957. 
es A. L., The Beryllium Corp., Reading, 

a. 

1.E.S. - U. §. Public Health Service Committee, 

1955-1957. 
KRAFHENBUEHL, J. 
Colorado Springs, Colo. 

Committee on Lighting Design Practice, 1955- 

1957; Nomenclature Committee, 1955-1957: 

Committee on Lighting Education, 1955-1956: 

Subcommittee on Curriculum of the Commit- 

tee on Lighting Education, 1955-1956. 
KRAMER, ARTHUR, Puget Sound Power & 
Light Co., Baker River Power Plant, Concrete, 
Wash. 

Farm Lighting Committee, 1955-1956. 
KRAWCEK, A. E., Crouse Hinds Co., Syracuse 
1, N.Y. 

Chairman, Committee on Testing Procedures 

for Illumination Characteristics, 1955-1956; 

Chairman, Subcommittee on Guide for Pho- 

tometry of Searchlights of the Committee on 

Testing Procedures for Illumination Character- 

istics, 1955-1956; Subcommittee on Revision of 

1.E.S. Lighting Handbook of the Searchlight 

Committee, 1956-1957; Subcommittees on 

Practical Guide for Brightness Measurements 

and Subcommittee on Guide for Photometric 

Testing of Floodlights of 10°-160° Beam 

Spread, of the Committee on Testing Proce- 

dures for Ilumination Characteristics, 1955- 

1957. 

KREYSER, ROY H., Department of Water & 
Power, City of Los Angeles, 311 S. Spring St., 
Los Angeles 13, Calif. 

Chairman, Southern California Section, 1955- 

1956. 

KRIDEL, NORMAN T., Rochester Gas & Elec- 

tric Corp., 89 East Ave., Rochester 4, N. Y. 
Committee on Lighting Design Practice, 1955- 
1957; Industrial Lighting Committee, 1955- 


Corp., 


0., Colorado College, 


1957; Chairman, Subcommittee on Clothing 
Industry of the Industrial Lighting Commit- 
tee, 1955-1957. 
KUHNKEF, WILLIAM C., Wisconsin Electric 
Power Co., 231 W. Michigan St., Milwaukee 3, 
Wis. 

Secretary, Milwaukee Section, 1955-1956. 
KUZNIAR, CHESTER, 103 Sunning Hill Ave., 
Hamilton, Ont., Canada. 

Chairman, Hamilton Ontario Chapter, 1955- 


1956. 
L 
LAMSON, PAUL H., Smitheraft Lighting Div., 
217 Everett, Chelsea 50, Mass. 

Committee on Testing Procedures for Mlumi- 

nation Characteristics, 1955-1957; Chairman, 

Subcommittee on Practical Guide for Bright- 

ness Measurements of the Committee on Test- 

ing Procedures for Illumination Characteris- 
tics, 1955-1957; Subcommittee on Guide for 

Photometric Testing of Fluorescent Lumi- 

naires of the Committee on Testing Proce- 

dures for Ulumination Characteristics, 1955- 

1957. 

LANGE, O. C., Penna. Power & Light Co., 9th 
& Hamilton Ave., Allentown, Pa. 

Chairman, Farm Lighting Committee, 

1956. 

LANSING, J. H., Malleable Founders’ Society, 
Union Commerce Bldg., Cleveland, Ohio. 

Subcommittee on Foundries of the Industrial 

Lighting Committee, 1955-1956. 
LATIL, J. P., Genarco Inc., 
Bivd., Jamaica, L. 1., N. Y. 

Searchlight Committee, 1955-1957; Chairman, 

Subcommittee on Bibliography of the Search- 

light Committee, 1955-1957; Light Sources 

Subcommittee of the Searchlight Committee, 

1956-1957. 

LAUER, T. W., Rumsey Electric Co., 1007 Arch 
St., Philadelphia 7, Pa. 

Membership Committee, 1956-1957; Commit 

tee on Public Relations and Information, 

1956-1957. 

LAUFER, M. K., Grimes Mfg. Co., 515 N. 
Russell St.. Urbana, Ohio. 

Aviation Lighting Committee, 1955-1956. 
LAUPP, C. N., Wisconsin Electric Power Co., 
231 W. Michigan St., Milwaukee 1, Wis. 

National Technical Conference Committee, 

1955-1957; School Lighting Committee, 1955- 

1957; Committee on Institutions, 1956-1957. 
IP BERKNIGHT, C. E., Kopp Glass Inc., Carrie 
& Palmer, Swissvale-Pittsburgh 18, Pa. 

Committee on Testing Procedures for Ilu- 

mination Characteristics, 1955-1957; Subcom- 

mittee on Guide on Colorimetry of the Com- 
mittee on Testing Procedures for Illumination 

Characteristics, 1956-1957. 

LEE, J. W., Philadelphia Electric & Mfg. Co., 
1236 N. 3ist St., Philadelphia 21, Pa. 

Subcommittee on Outdoor Productive Areas 

of the Industrial Lighting Committee, 1955- 

1956. 

LEE, ROBERT J., General Electric Co., 165 N. 
Canal, Chicago 6, Ill. 

Committee on Residence Lighting Forums, 

1955-1956. 

LEIGHTON, KAYE, General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Residence Lighting Committee, 1955-1957; 

Subcommittee on Portable Lamps — Measure- 

ment of Performance Characteristics and Sub- 

committee on Revision of “Contemporary 

Lighting for Modern and Traditional Inte- 

riors” of the Residence Lighting Committee, 

1955-1956. 

LEIN, MALCOLM E., St. Paul Gallery & Art 
School, 476 Summit Ave., St. Paul, Minn. 

Committee on Allied Arts, 1955-1957. 
LEISTER, T. H., Line Material Co., 12th & 
Madison Ave., South Milwaukee, Wis. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1955-1957; Subcommit- 

tee on Guide for Photometric Testing of Out- 
door Fluorescent Luminaires of the Committee 
on Testing Procedures for Illumination Char- 
acteristics, 1955-1957; Subcommittee on Prac- 
tical Guide to Photometry of the Committee 
on Testing Procedures for Illumination Char- 

acteristics, 1955-1956. 

LEPPIN, W. F., Socony Mobil Oil Co. Inc., 26 
Broadway, New York 4, N. Y. 

Subcommittee on Service Station and Parking 

Areas of the Store Lighting Committee, 1955- 

1956. 


1955- 


97-04 Sutphin 


1956 





LEWIS, A. L., Bureau of Aeronautics, Dept. of 
Navy, !8th & Constitution, Washington 25, D.C. 

Aviation Lighting Committee, 1955-1956. 
LEWIS, CARTER, Union Electric Co., 315 N. 
12th St., St. Louis 1, Mo. 

Lighting Service Committee, 1956-1957. 
LIND, W. J., Canadian General Electric Co. 
Led., 195 W. 2nd Ave., Vancouver 10, B. C., 
Canada. 

Regional Representative, 

mittee, 1955-1957. 
LINFORTH, EDWARD M., Rohm & Haas Co., 
Bristol, Pa. 

Daylighting Committee, 1955-1957; Subcom. 

mittee for Revision of “Recommended Prac- 

tice of Daylighting” and Subcommittee on 

Measurement and Reporting of Daylighting of 

the Daylighting Committee, 1955-1957; Co- 

ordinating Subcommittee and Subcommittee 
on Revision of IES Lighting Handbook, Day- 
lighting Section, of the Daylighting Commit- 

tee, 1956-1957. 
LINSDAY, fF. A 
Park, Cleveland 12, Ohio. 

Committee on Progress, 1955-1957; Industrial 

Lighting Committee, 1955-1957; Chairman, 

Subcommittee on Revision of Recommended 

Practice of the Industry Committee, 1956-1957; 

Chairman, Subcommittee on Foundries of the 

Industrial Lighting Committee, 1955-1957 

Subcommittee on Central Station Properties 

of the Industrial Committee, 1955-1957; Sub 

committee on Color-Appraisal of the Indus 

trial Lighting Committee, 1955-1956. 
LISCH, WILLIAM N., Lisch Electric Co 
N. $Srd St., Milwaukee 3, Wis. 

Chairman, Milwaukee Section, 1956-1957. 
LITTLE, DONALD, City of Calgary Electric 
Light Dept., Utilities Bldg., Calgary, Alta, 
Canada. 

Secretary, Chinook Chapter, 1956-1957. 
LITTLE, W. F., Electrical Testing Laboratories, 
2 East End Avenue, New York 21, N. Y 

Daylighting Committee, 1955-1957; Committee 

on Nomenclature, 1955-1957. 
LIVERMORE, }. N., 5 Hanover 
ant Ridge, Mich. 

ASHAE Cooling Load Subcommittee of the 

IES-ASHAE Joint Committee, 1955-1956. 
LOGAN, H. LL... Holophane Co., Inc., 442 Madi 
son Ave., New York, N. Y. 

Committee on Standards of Quality and Quan 

tity for Interior Illumination, 1955-1957; His- 

torical Committee, 1955-1957; School Lighting 

Committee, 1955-1957; Subcommittee on Hos 

pitals of the Institutions Committee, 1955- 

1957. 

LONG, HOWARD, 58 Georges Wood Road, 
Brookmans Park, Hatfield, Herts., England. 

Lighting Maintenance Committee, 1955-1957; 

Industrial Lighting Committee, 1955-1957; 

Sports and Recreational Areas Committee, 

1955-1957; Subcommittee on Central Station 

Properties of the Industrial Lighting Commit 

tee, 1955-1957; Farm Lighting Committee, 

1955-1956. 

LOPEZ, JOSEPH J., 
Albuquerque, N. M. 
Secretary, New Mexico Chapter, 1956-1957. 
LORCH, ALBERT, Dept. of Water Supply, Gas 
& Electricity, Room 2320, Municipal Bldg., 

New York, N. Y. 

Street and Highway 

1955-1957. 

LOSH, JOHN A., Sunbeam Lighting Co., 777 
F. 14th Place, Los Angeles 21, Calif 

Committee on Testing Procedures for Illumi- 

nation Characteristics, 1955-1956; Subcommit- 

tees on Guide for Reporting Lighting Equip- 
ment Engineering Data; Guide for Photo- 
metric Testing of Fluorescent Luminaires; and 

Practical Guide for Brightness Measurements 

of the Committee on Testing Procedures for 

Illumination Characteristics, 1955-1956. 
LOUGH, JUDD, Holophane Co. Inc., Atlanta, 
Ga. 

Chairman, Georgia Section, 1955-1956. 
LOVE, R. M., Canadian General Electric Co., 
212 King St. W., Toronto, Ont., Canada. 

Board of Fellows, 1955-1957. 

LOWE, JAMES A., Duke Power Co., 

K-1, Greensboro. N. C. 

Secretary, Tar Heel Section, 1956-1957. 
LOWELL, PARKER, Minnesota Power & Light 
Co., 30 W. Superior St., Duluth 2, Minn. 

Secretary, Twin Ports Chapter, 1955-1956. 


Publications Com- 


General Electric Co Nela 


Road, Pleas- 


Coal Ave. S. W., 


1622 


Lighting Committee, 


Drawer 


1956 


LOWELL, W. P., JR., Sylvania Electric Prod 
ucts Inc., Salem, Mass. 
Chairman, Finance Committee, 1956-1957; 
Member, 1955-1956; National Technical Con- 
ference Committee, 1956-1957; Trustees 1.E.S. 
Headquarters Retirement Pension Plan, 1956- 
1957; Advance Planning Committee, 1955- 
1957; Industrial Lighting Committee, 1956 
1957; Chairman, 1955-1956; Subcommittee on 
Plastics (IES-SPI-NEMA) of the Committee 
on Light Control and Equipment Design, 
1955-1957; Technical Committee Forum, 1955- 
1956; Official Representative, U. S. National 
Committee of the International Commission 
on Illumination, 1955-1956. 
LOWRY, E. F., Sylvania Electric 
Boston St., Salem, Mass. 
Committee on Light Sources, 1955-1957; Pa 
pers Committee, 1955-1957; Subcommittee on 
Review of Editorial Content of the Publica 
tions Committee, 1955-1957. 
LOZIER, W. W., National Carbon Co., Re 
search Laboratories, P.O. Box 6116, Cleveland 
1, Ohio. 
Searchlight Committee, 1955-1957; Light 
Sources Subcommittee of the Searchlight Com- 
mittee, 1956-1957; Committee on Light 
Sources, 1955-1956; Subcommittee on Testing 
Procedures and Subcommittee on Bibliography 
of the Searchlight Committee, 1955-1956. 
LUNDELL, CARL H., City of Portland, City 
Hall, Portland 4, Oregon. 
Committee on Street and Highway Lighting. 
1955-1957; Subcommittee on Visibility Under 
Fog Conditions of the Committee on Street 
and Highway Lighting, 1955-1957. 
LUSHINGTON, HENRY, Canadian General 
Flectric Co. Ltd., Lamps & Lighting, Halifax 
N. S.. Canada 
Chairman, Bluenose Chapter, 1955-1956. 
LYNCH, W. 
Traffic Sign Subcommittee of the Committee 
on Street and Highway Lighting, 1955-1957 
Subcommittee on Pavement Surfaces of the 
Committee on Street and Highway Lighting, 
1955-1957. 
LYNN, THOMAS J., Southwestern Public Serv 
ice Co., P.O. Box 1261, Amarillo, Texas. 
Chairman, Panhandle Chapter, 1956-1957. 
LYTH, BYRON F., JR., Niagara Mohawk Pow 
er Corp., 535 Washington St., Buffalo 3, N. Y 
Chairman, Western New York Section, 1956- 
1957. 
LYTLE, W. O., 
Creighton, Pa. 
Davlighting Committee, 


M 


MacBETH, NORMAN, Macheth Corp., 
Box 950, Newburgh, N. Y. 

Co-Chairman, Subcommittee on Color-Ap 

praisal of the Industrial Lighting Committee, 

1955-1957; Subcommittee on Color Rendition 

of the Light Sources Committee, 1955-1956 
MacCONNELL, |. D., School of Education, 
Stanford University, Stanford, Calif. 

School Lighting Committee, 1955-1957. 
MacDAVITT, MURRAY, Owens-Illinois Glass 
Co., 1700 No. Westwood Ave., Toledo 1, Ohio 

Davlighting Committee, 1955-1957; Subcom- 

mittee on Brightness Ratio Measurements of 

the Committee on Daylighting, 1955-1957. 
MacDONALD, T. H., U. S. Weather Bureau, 
24th & M Sts. N.W., Washington 25, D. C 

Daylighting Committee, 1955-1957; Subcom- 

mittee for Revision of “Recommended Prac- 

tice of Davlighting”’ of the Davlighting Com 

mittee, 1955-1957. 

MACHAMER, H. E., Ceco Stee! Products Corp.., 
5701 W. 26th St., Chicago 50, IN. 

Davlighting Committee, 1955-1957. 
MACHTINGER, E., Crouse Hinds Co. of Can 
ada Ltd., 7-21 Labatt Ave., Toronto, Ont. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957; Secretary, Toronto Sec 

tion, 1955-1957. 

MACKAY, C. B., Safety Industries Inc., 
Box 70, Milford, Conn. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1955-1957. 
MACKESEY, THOMAS W., College of Archi- 
tecture, Cornell University, Ithaca, N. Y. 

Committee on Allied Arts, 1956-1957. 
MACKINNEY, WILLIAM R., Rumsey Electric 
Co., 1232 Hamilton St., Philadelphia, Pa. 

Chairman, Philadelphia Section, 1956-1957. 


Products, 60 


Pittsburgh Plate Glass Co., 


1955-1956. 


P.O. 


P.O. 


MacMACKIN, DOUGLAS, 
John, N. B., Canada. 
Chairman, Maritime Chapter 
MacRAE, FRED B., 6914 
Cincinnati 36, Ohio. 
Secretary, Ohio Valley Section, 1956-1957. 
MacVEAN, RALPH H., Consolidated Edison 
Westchester, 9 S. Ist Ave., Mt. Vernon, N.Y. 
General Board of Examiners, 1955-1957 


MACY, C. W., Pacific Gas & Electric Co., 445 
Sutter St., San Francisco, Calif. 

Office Lighting Committee, 1955-1957 

tary, Golden Gate Section, 1955-1956. 
MADIGAN, R. E., Line Material Co., 800 N 
Sth St., Milwaukee, Wis. 

Aviation Lighting Committee 1955-1956. 
MADONIA, T. S., Westinghouse Electric Corp., 
Bloomfield, N. J. 

Committee on Public Conveyances (Interior), 

1955-1956; Marine Transportation Subcommit 

tee and Interior Lighting Land Transporta 

tion Subcommittee of the Committee on Public 

Conveyances — Interior Lighting, 1955-1957. 
MAGDSICK, H. H., 15925 Van Aken Blvd. 
Shaker Heights, Cleveland 20, Ohio. 

Chairman, Committee on Lighting Education, 

1955-1957; Official Representative, U. 8. Na 

tional Committee of the International Com 

mission on Illumination, 1955-1956. 
MANKKI, ONNIE, 7113 Euclid Ave., Cleveland, 
Ohio. 

Committee on Allied Arts, 1955-1957. 
MANSELL, T. NORMAN, 1831 Chestnut St., 
Philadelphia 3, Pa. 

Subcommittee on Auditoriums and Churches 
of the Institutional Committee, 1955-1957. 
MANSER, E. V., Electrical News & Engineering, 
Hugh C. MacLean Publications Ltd., P. O. Box 
4000, Terminal A, Toronto, Ont., Canada. 
Regional Representative, Publications 

mittee, 1955-1956. 

MARCOUX VALERE, Northern Electric Co., 
1299 Charest Blvd., Quebec, P.Q., Canada 

Secretary, Quebec Chapter, 1955-1956. 
MARKLAND, FRED W., Graybar Electric 
2111 N.W. 22nd Avenue, Miami, Fla. 

Secretary, Southeast Florida Chapter, 

1957. 

MARKS, GERALD, Marks-Harmon 
8138 N. Kilpatrick, Skokie, I. 

Membership Committee, 1956-1957. 
MARRIETT, FRANK J., Thomas Industries 
Inc., 410 So. 3rd St., Louisville 2, Ky. 

Chairman, Residence Lighting Committee, 

1955-1957; Progress Committee, 1955-1957. 
MARSH, BURTON, American Automobile Assn., 
1712 “G" St.. N.W., Washington 6, D.C. 

Committee on Motor Vehicle Lighting (Exte 

rior), 1955-1957. 
MARSH, CHARLES, 
lege, State College, Pa. 

Committe on Motor Vehicle Lighting (Exte 

rior), 1955-1957; Subcommittee on Visibility 

Under Fog Conditions of the Committee on 

Street and Highway Lighting, 1955-1957. 
MARTIN, BUFORD H., Tennessee Valley Au 
thority, Division of Elec. Development, Chatta 
nooga, Tenn. 

Committee on 

1955-1957. 
MARTIN, W. C., JR., Alabama Power Co., 
2100 Ist Ave. N., Birmingham, Ala. 

Secretary, Alabama Section, 1956-1957. 
MARXHEIMER, R. B., State of California, Div. 
S. F. Bay Toll Crossing, 2054 University Ave., 
Berkeley, Calif. 

Committee on Street and Highway 

1955-1957. 

MASON, H. E., City of Philadelphia, 
of Lighting & Gas, City Hall Annex, 
phia, Pa. 

Street and Highway Lighting Committee, 

1955-1957; Subcommittee on Mercury Vapor 

Lighting and Subcommittee on Tunnel and 

Underpass Lighting, of the Committee on 

Street and Highway Lighting, 1955-1957. 
MASSOPUST, CARL O., Plastics Research & 
Development, General American Transportation 
Corp., 135 S. LaSalle St., Chicago, Il. 

Joint Subcommittee — 1.E.S.-SPI-NEMA (Plas 

tics) of the Committee on Light Control and 

Equipment Design, 1955-1957. 

MASTERSON, C. T., General Electric Co., 165 
N. Canal St., Chicago 6, III. 

Subcommittee on Dining Areas of the Insti- 

tutions Committee, 1956-1957; Subcommittee 


98 Wright St Mt. 


1956-1957. 
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Secre- 


Com 
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on kitchens of the Institutions Committee, 

1955-1956 
MATTHEWS, ROY W., California Division of 
Highways, P.O. Box 1499, Sacramento, Calif. 

Committee on Street and Highway Lighting, 

1955.1957: Subcommittees on: Trafic Safety; 

Traffic Signs: and Standard Practice of the 

Committee on Street and Highway Lighting, 

1955-1957 
McCANDLESS, STANLEY R., Century Lighting 
Inc., 521 W. 45rd St., New York 36, N. Y. 

IES SMPTE Joint Committee, 1955-1956; 

Committee on Television — Lighting for Pro 

duction, 1955-1956; Subcommittee on Lighting 

Equipment Performance Ratings of the Com 

mittee on Television — Lighting for Produc 

tion, 1955-1956 
McCARROLL, REV. R. S. 

Advisor to Subcommittee on Auditoriums and 

Churches of the Institutional Committee, 

1955-1956 
McCLUSKY, V. G., General Electric Co., 46 E. 
ith St.. Cincinnati 2, Ohio. 

Chairman, Ohio Valley Section, 1956-1957. 
McCORMICK, C. W., Connecticut Light & 
Power Co., P.O. Box 2010, Hartford, Conn, 

Director, 1956-1957; Committee on Procedures 

and Policies, 1956-1957; Vice-President, North- 

eastern Region, 1955-1956; Regional Activities 

1955-1956; National Technical 
Committec, 1955-1956; Regional 
National Board of Nomina- 


Committee, 

Conference 

Representative, 

tion, 1955-1956. 
McCRACKEN, C. R., Marsh Electrical Supply, 
922 W. 6th, Amarillo, Texas. 

Chairman, Panhandle Chapter, 1955-1956. 
McCULLOCH, JAMES H., Independent Testing 
Laboratories, 1928 Fourteenth St., Boulder, Colo. 

Chairman, Committee on Progress, 1955-1957; 

Committee on Institutions, 1956-1957; Chair- 

man, 1955-1956; Committee on Testing Pro- 

cedures for Ulumination Characteristics, 1955 

1957; Subcommittee on Guide for Reporting 

Lighting Equipment Engineering Data and 

Subcommittee on Practical Guide for Bright 

ness Measurements of the Committee on Test- 

ing Procedures for Hlumination Characteris 

tics ,1955-1957. 

McCULLOUGH, JOSEPH 

Committee on Allied Arts, 1955-1956. 
McDONALD, GORDON A., Weers 
Service, 1150 Jackson St., 


Electrical 
Planning Denver, 
Colo 
Chairman, 
Sheets of 
1956. 
Mc DOWELL, A., B. A. Robinson Co. Ltd., 287 
Sherbrook St., Winnipeg, Man., Canada. 
Chairman, Winnipeg Chapter, 1955-1956. 
McFARLAND, R. B., Central Maine Power Co., 
% Green St., Augusta, Maine. 
Committee on Allied Arts, 1956-1957. 
McGINNIS, E. J., Cincinnati Electrical Asso 
1107 Union Trust Bidg., Cincinnati 2, 


Data 
1955- 


Subcommittee on Technical 
the Publications Committee, 


ciation, 
Ohio 
Secretary, Ohio Valley Section, 1955-1956. 
McGREGOR, DOROTHY, B. C. Electric Co. 
Led 570 Dunsmuir St., Vancouver 2, B. C., 
Canada 
Residence Lighting Data Sheet Subcommittee 
of the Publications Committee, 1956-1957. 
McGOUGH, J. F., Welsbach Street Let. Co. of 
America, 1500 Walnut St., Philadelphia 2, Pa. 
Street and Highway Lighting Committee, 
1955-1957; Subcommittee on Luminaire Main- 
tenance and Subcommittee on Photographic 
Studies of the Committee on Street and High 
way Lighting, 1955-1957 
McKEAND, JOH™ F., Gerald R. Helmig & 
Associates, 357 W. Ist St., Dayton 2, Ohio. 
Secretary, Miam, Valley Chapter, 1956-1957. 
McKINLEY R. W., Pittsburgh Plate Glass Co., 
| Gateway Center, Pittsburgh 22 Pa. 
1.E.S..ASHAE Joint Committee, 1955-1957; 
Davlighting Committee, 1955-1957; Office 
Lighting Committee, 1955-1957; Committee on 
Lighting Education, 1955-1957; Chairman, 
Subcommittee on Revision of “Recommended 
Practice for Daylighting’ of the Daylighting 
Committee, 1956-1957; Vice-Chairman, 1955- 
1950; Subcommittee on Revision of 1.E.S. 
Lighting Handbook, Daylighting Section, of 
the Davlighting Committee, 1956-1957; Co 
ordinating Subcommittee of the Committee on 
Davlighting, 1955-1957; Subcommittee on 
Preparation of Brochure “Careers in Illumi 
nating Engineering” and Subcommittee on 
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Demand tor Professionally Trained Mlumi- 
nating Engineers of the Committee on Light- 
ing Education, 1955-1956, 
McKITTRICK, A. E., 8995 W. Bayaud, Lake- 
wood 15, Colo. 

Secretary, Rocky Mountain Section, 1955-1956. 
McLAUGHLIN, JOHN T., Kelso-Burnett Elec- 
tric Co., 233 W. Jackson Bilvd., Chicago 6, Il. 

Vice-Chairman Committee on Light Control 

and Equipment Design, 1956-1957; Member, 

1955-1956. 

McMULLEN, HAROLD G., Memphis Light, 
Gas & Water Division, 179 Madison Ave., Mem. 
phis, Tenn. 

Secretary, Mid-South Chapter, 1956-1957. 
McNAULGHTON, W. J]. A. Electrical News & 
Engineering, P. O. Box 4000, Terminal A, To- 
ronto, Ont., Canada. 

Regional Publications 

dian Region, 1956-1957. 
McNULTY, WILLIAM, JR., Gravbar Electric 
Co. Inc., 327 North West, Syracuse I, N. Y. 

Chairman, Central New York Section, 1955- 

1996 
McVEY, JOHN J|., Niagara Mohawk Power 
Corp., 300 Erie Blvd. W., Syracuse, N. Y 

Secretary, Central 

1956. 

MEAKER, PHELPS General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Vice-Chairman, Committee on Testing Proce- 

dures for Illumination Characteristics, 1955- 

1957; Chairman, Subcommittee on Practical 

Guide to Photometry of the Committee on 

Testing Procedures for Illumination Charac- 

teristics, 1955-1956 
MEEHAN, ELIZABETH A., Philadelphia Elec- 
tric Co., 1015 Chestnut St., Philadelphia 5, Pa 

Residence Lighting Committee, 1955-1957; 

Subcommittee on Outline for Training Pro 

gram of the Residence Lighting Committee. 

1955-1956. 

MEESE, GEORGE E., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Subcommittee on Visibility Under Fog Condi 

tions of the Committee on Street and High- 

way Lighting, 1955-1957. 
MENKE, W. W.. c/o Sperry 
Great Neck, L. 1. N.Y 

Nomenclature Committee, 
MERTENS, CHARLES F., 
Flectric Co. Litd., 5000 Namur St., 
Que., Canada. 

Secretary, Montreal Section, 1955-1956. 
METZENTHIN, J. E., Crouse Hinds Co., 6255 
Sudbury Dr., Dallas Texas. 

Chairman, Southwestern Section, 1955-1956 
MEYERS, GEORGE A., Sylvania Electric Prod 
75 Svivan St., Danvers, Mass. 
Committee on Testing Procedures for Mlumi 
nation Characteristics, 1955-1957; Chairman, 
Subcommittee on Guide for Electrical Meas- 
urements of Fluorescent Lamps of the Com- 
mittee on Testing Procedures for Illumination 
956-1957; Subcommittee on 
Testing of Fluorescent 


Representative, Cana- 


1955- 


New York Section, 


Gyroscope Co., 


1955-1956 
Canadian General 
Montreal, 


ucts Inc., 


Characteristics, 
Guide for Photometric 
Lamps of the Committee on Testing Proce 
dures for Illumination Characteristics, 1955- 
1957: Davlighting Committee, 1955-1956. 
MILES, E. C., Pittsburgh Plate Glass Co., One 
Gateway Center, Pittsburgh 22, Pa. 
Davlighting Committee, 1955-1957, Subcom 
mittee on Brightness Ratio Measurements of 
the Davlighting Committee, 1955-1957. 
MILES, FRANCIS E., Frank Miles Electric Co., 
82!) W. 17th St.. Kansas City 8, Mo. 
Chairman, Heart of America Section, 
1957; Secretary, 1955-1956 
MILLER, D. € General 
Park, Cleveland 12, Ohio. 
Chairman, Aviation Lighting Committee, 1955- 
1956. 
MILLER, GLADYS, 
17, N. Y¥. 
Committee on Color and Illumination, 
1956; Subcommittee on Revision of “Con- 
temporary Lighting for Modern and Tradi- 
tional Interiors’ of the Committee on Resi- 
dence Lighting, 1955-1956. 
MILLER, R. A., Pittsburgh Plate Glass Co., 
One Gateway Center, Pittsburgh 22, Pa. 
Daylighting Committee, 1955-1956; Coordinat- 
ing Subcommittee of the Daylighting Commit- 
tee, 1955-1956; Chairman, Subcommittee for 
Revision of “Recommended Practice of Day- 
lighting” of the Daylighting Committee, 1955- 
1956. 


1956 
Electric Co., Nela 
270 Park Ave., New York 


1955- 


MILLS, F. B., Sheraton Corp. of America, 470 
Atlantic Ave., Boston, Mass. 
Subcommittee on Hotels of the Institutional 
Committee, 1955-1957. 
MILLS, JOHN H., Chadwick-Carroll Brass & 
Fixtures Ltd., 365 Wilson St., Hamilton, Ont., 
Canada. 
Chairman, 
1957. 
MINORS, CHARLES R., Georgia Power Co., 
15 Forsyth St. S.W., Atlanta, Ga. 
Committee on Street and Highway Lighting, 
1950-1957; Subcommittee on Luminaire Main- 
tenance and Subcommittee on Traffic Safety 
of the Committee on Street and Highway 
Lighting, 1956-1957. 
MITCHELL, J. DIXON, 
tric Corp., 2260 Peachtree 
Chamblee, Ga. 
Regional Vice President, Southeastern Region, 
1956-1957; Regional Vice President, Southern 
Region, 1955-1956; Regional Activities Com- 
mittee, 1955-1957; National Technical Con- 
ference Committee, 1955-1957; Regional Rep- 
resentative, National Board of Nomination, 
1955-1956. 
MITCHELL, J. G., Grant Electric 
Payne Ave., Cleveland, Ohio. 
Secretary, Cleveland Section, 1955-1956. 
MOESTA, F. FE.. JR., Cleveland Electric Ilu- 
minating Co., 75 Public Square, Cleveland 1, 
Ohio. 
Street and 


Hamilton Ontario Chapter, 1956- 


Westinghouse Elec- 
Industrial Bilvd., 


Co., 3016 


Lighting Committee, 
1955-1957; Subcommittee on Mercury Vapor 
Lamps and Subcommittee on Program and 
Publicity of the Street and Highway Lighting 
Committee, 1955-1957. 

MOLE, PETER, Mole-Richardson Co., 937 N. 

Sycamore Ave., Hollywood 38, Calif. 
Searchlight Committee, 1955-1957. 

MONAHAN, T. L., Material Lab. (961), N. Y. 

Naval Shipyard, Brooklyn 1, N. Y. 

Searchlight Committee, 1955-1957. 

MONSEES, 5S. V., City of San Diego, 1600 Pa- 

cihe Bivd., San Diego, Calif. 

Secretary, San Diego Chapter, 1955-1956. 
MON TABONE, W. J., Ahern & Soper, Ltd., 56 
Sparks St., Ottawa, Ont., Canada. 

Membership Committee, 1955-1956. 

MOON, PARRY, Massachusetts Institute of 

Technology, Cambridge 39, Mass. 

Daylighting Committee, 1955-1956. 

MOORE, DUDLEY D., Benjamin Electric Mfg. 

Co., 4408 SE. 113th St., Portland 66, Oregon. 
Chairman, Oregon Section, 1956-1957. 

MORBII©O, JOSEPH, Kent State University, 

Kent, Ohio. 

Committee on Allied Arts, 1956-1957. 
MORRIS, GEORGE L., Alabama Power Com- 
pany, 600 N. 18th St., Birmingham, Ala. 

Regional Vice-President, South Central Re- 

gion, 1956-1957; Assistant to Regional Vice- 

President, Southern Region, 1955-1956; Re- 

gional Activities Committee, 1956-1957; Mem- 

bership Committee, 1955-1956; Regional Rep- 

resentative Publications Committee, 1955- 

1956; Alternate Regional Representative, 

Board of Nomination, 1955-1956. 
MORRIS, R. W., General Electric Co., 
Park, Cleveland 12, Ohio. 

Publications Committee, 1955-1957; Commit- 

tee on Revision of Handbook, 1955-1957; 

Chairman, Subcommittee on Changes and 

Improvements of the Publications Committee, 

1955-1957. 

MORRIS, RUTH, Georgia 

Box 1719, Atlanta, Ga 
Chairman, Committee on Residence Lighting 
Forums, 1955-1957. 

MORRISON, JOHN, H. M. Hopper Co. Ltd., 

57 Dock St., Saint John, N. B., Canada. 
Secretary, Maritime Chapter, 1956-1957. 

MORSE, A.L., Civil Aeronautics Administration, 

P.O. Box 5767, Indianapolis 21, Ind. 
Aviation Lighting Committee, 1955-1956. 

MORWICK, E. K., Canadian Westinghouse Co. 

Itd., Aberdeen Avenue, Hamilton, Ont., Can- 

ada. 

Secretary, 

1957. 
MOWREY, F. W., American Window Glass Co., 
4375 Old Wm. Penn Highway, Turtle Creek, Pa. 

Davlighting Committee, 1955-1957; Subcom- 

mittee on Revision of “Recommended Practice 

for Davlighting” of the Daylighting Commit- 

tee, 1955-1957. 


Highway 


Nela 


Power Co., P.O. 


Hamilton Ontario Chapter, 1956- 


1956 





MOYER, E. I 
Box 21, 
Chairman, 
1957. 
MOYER, R. R., Monsanto Chemical Co., Plastics 
Division, Monsanto Avenue, Springfield, Mass. 
Subcommittee on Plastics (IES-SPI-NEMA) of 
the Committee on Light Contro! and Equip- 
ment Design, 1956-1957. 
MUCHA, JOHN, Philadelphia Electrical & Mfg. 
Co., 1200-36 N. Sist St., Philadelphia 21, Pa. 
Committee on Sports and Recreational Area 
Lighting, 1955-1957; Subcommittee on Graphic 
Arts — Printing Industry of the Industrial 
Committee, 1955-1956. 
MUELLER, F. E., Cleveland Electric 
ing Co., 75 Public Square, Cleveland 
Subcommittee on Foundries of the 
Lighting Committee, 1955-1956 
MULCOCK, WAYNE F., Utah Power & Light 
Co., 158 S. Main St, Salt Lake City 10, Utah. 
Chairman, Utah Section, 1956-1957. 
MULLINS, EUSTACE, Institutions 
1801 Prairie Ave., Chicago, Il. 
Subcommittee on Dining Areas of the Imstitu- 
tions Committee, 1956-1957. 
MYERS, M. J., JR., Public Service Co. of Okla- 
homa, P.O. Box 201, Tulsa, Okla 
Membership Committee, 1956-1957. 


N 


City of Los Angeles, 251 City 


. Malcolm B. & Edwin L. Moyer, 
Calvin Station, Svracuse 5, N. ¥. 


Central New York Section, 1956 


Illuminat- 
18, Ohio. 
Industrial 


Magazine, 


NADEAU, A. T., 
Hall, Los Angeles 12, Calif. 

Street and Highway Lighting Committee, 

1955-1957; Subcommittee on Luminaire Main- 

tenance and Subcommittee on Fluorescent 

Lighting of the Committee on Street and 

Highway Lighting, 1955-1957. 

NAGEL, R. 1., Stimsonite Div., Elastic Stop 
Nut Corp. of America, 3445 N. Kimball, Chi- 
cago 18, Il. 

Committee on Light Control and Equipment 

Design, 1955-1957; Committee on Motor Ve- 

hicle Lighting (Exterior), 1955-1957. 

NAKO, GORDON, Mitchell Mig. Co. Ltd., 3600 
Barclay St., Montreal, Que., Canada. 

Secretary, Montreal Section 1956-1957. 

NEAL, F. M., Corning Glass Works, Corning, 
N. ¥. 

Committee on 

nation Characteristics, 

tees on: Guide for Photometric 
of Mercury Vapor Lamps and Guide for 

Photometric Testing of Fluorescent Lumi 

naires of the Committees on Testing Proce 

dures for Illumination Characteristics, 1955 

1957. 

NEIDHART, JOHN J., 
Meriden, Conn. 

Chairman, Handbook Revision Committee, 

1955-1957; Store Lighting Committee, 1956 

1957: Vice-Chairman, 1955-1956; School Light- 

ing Committee, 1955-1957; Office Lighting 

Committee, 1956-1957; Vice-Chairman, 1955- 

1956; Committee on Lighting Design Practice, 

1955-1957. 

NELSON, CHARLES R., The Norwest Co., 350 
2nd Ave. W., Seattle 99, Wash. 

Secretary, Puget Sound Section, 
NETHERTON, JAMES C., JR.. 
St., Tulsa, Okla 

Secretary, Oil Capital Section, 
NEUWIRTH, LOUIS, Stadler 
Il EB. 26th St., New York, N. Y 

Residence Lighting Committee, 1955-1957. 
NEWELL, J. KIRK, General Electric Co., Hen- 
dersonville, N. C. 

Searchlight Committee, 1955-1957; Committee 

on Sports and Recreational Area Lighting, 

1955-1956; Auxiliary Subcommittee of the 

Searchlight Committee, 1955-1956. 
NICKERSON, DOROTHY, U. 8. Dept. of Agri- 
culture, Cotton Div. A.M.S., Washington 25, 
D.C 

Chairman, Subcommittee on Color Rendition 

of the Light Sources Committee, 1955-1957. 
NINNIS, GEORGE E., 543 S. Winchester Road, 
Campbell, Calif. 

Chairman, San Jose Chapter, 1955-1956. 
NOFFSINGER, L. R., National Bureau of 
Standards, Washington, D. C. 

Searchlight Committee, 1955-1957; Chairman, 

Subcommittee on Visibility of Targets of the 

Searchlight Committee, 1956-1957; Subcom- 

mittee on Revision of IES Lighting Hand- 

book of the Searchlight Committee, 1956-1957; 


Testing Procedures for Hlumi- 
1955-1957; Subcommit- 
Measurements 


The Miller Company, 


1955-1956. 
$130 E. 44th 


1956-1957. 
Neuwirth, Inc., 


1956 


Chairman, Auxiliaries Subcommittee of the 
Searchlight Committee, 1955-1956. 
NOLAND, MARLEEN Y., Georgia Power & 
Light Co., 901 N. Patterson St., Valdosta, Ga. 
Secretary, Suwannee River Chapter, 1955-1956. 
NONNEMAN, H. S., Dayton Power & Light Co., 
Dayton, Ohio. 
Subcommittees on: Fiuorescent Lighting; 
Pavement Surfaces; and Program and Pub- 
licity of the Committee on Street and High 
way Lighting, 1955-1957. 
NYLUND, ERIC G., Nylund Electric Company, 
5723 Grand Ave., Duluth 7, Minn 


Secretary, Twin Ports Chapter, 1956-1957. 


OBER, EDWARD C., 5935 Southwind, Houston 
23, Texas. 

Chairman, San 
OBERHAUSEN, J. J., 
lulu, Hawaii. 

Committee on Street and Highway Lighting, 

1955-1957; Subcommittee on Tunnel and 

Underpass Lighting of the Street and Highway 

Lighting Committee, 1955-1957 
ODAY, A. B., R. D. 2, Richmond Rd., Bedford, 
Ohio. 

Advance Planning Committee, 1956-1957. 
OERKVITZ, C. A., Westinghouse Electric Corp., 
739 Hamilton St., Allentown, Pa. 

Chairman, Fastern Pennsylvania Section, 1956- 
1957. 
OERTING, 
Power Co., 
ton 4, D. € 

Chairman, Capital Section, 1956-1957. 
OGDEN, F. W., The Miller Co., Meriden, Conn. 

Joint Subcommittee — 1.E.S..SPI-NEMA (Plas- 

tics) of the Committee on Light Control and 

Equipment Design, 1955-1956. 

OLSEN, HENRIK W., Rambusch Decorating 
Co., 40 W. 13th St., New York 11, N. ¥ 

Subcommittee on Auditoriums and Churches 

of the Institutions Committee, 1955-1957. 
O'MEARA, WALTER, National Broadcasting 
Co., 30 Rockefeller Plaza, New York 20, N. Y. 

Chairman, Committee on Television — Light- 

ing for Production, 1955-1956; IFS-SMPTE 

Joint Committee, 1955-1956; Chairman, Sub 

committee on Lighting Equipment Perform- 

ance Ratings of the Committee on Television 

Lighting for Production, 1955-1956; Subcom. 

mittee on Light Sources of the Committee on 

Television Lighting for Production, 1955- 

1956. 

O'NEILL, D. J., Holophane Company, Inc., 342 
Madison Ave., New York 17, N. Y 

Industrial Committee, 1956-1957; Subcommit 

tee on Central Station Properties of the In- 

dustrial Committee, 1955-1957; Committee on 

Sports and Recreational ‘rea Lighting, 1955- 

1956, Subcommittee on Outdoor Productive 

Areas of the Industrial Lighting Committee, 

1955-1956. 

ORR, C. H., Army Liaison Group, Project 
Michigan, Willow Run Labs, Ypsilanti, Mich. 

Liaison Representative, Searchlight Commit 

tee, 1956-1957; Light Sources Subcommittee of 

the Searchlight Committee, 1956-1957; Search 
light Committee, 1955-1956: Subcommittee 
on Bibliography of the Searchlight Commit- 

tee, 1955-1956 
ORTLIFEB, O. P., S11 
ton 88, N. J. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Subcommittee on Traf- 

fic Safety of the Committee on Street and 

Highway Lighting, 1955-1957: Subcommittees 

on: Parking Area Lighting; and High Speed, 

Heavy Traffic Density Highways, of the Com- 

mittee on Street and Highway Lighting, 1955- 

1957. 

OSBORNE, H. W., City of Buffalo, 
Hall, Buffalo 2, N. Y. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Subcommittee on Traffic 

Signs of the Street and Highway Lighting 

Committee, 1955-1957; Subcommittees on: 

Coordination; Tunnel and Underpass Light- 

ing; Trafic Safety; and Parking Area Light- 

ing of the Committee on Street and Highway 

Lighting, 1955-1957. 


1955-1956. 
3530, Hono- 


Jacinto Section, 
P.O. Box 


HAROLD V., 
10th & E Streets, 


Potomac Electric 
N.W., Washing- 


Municipal Bldg., Tren- 


1801 City 


P 


PAGE, AILEEN M., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 


Residence Lighting Data Sheet Subcommittee 
of the Publications Committee, 1956-1957; 
Chairman, 1955-1956; Publications Committee, 
1955-1956. 
PALIUS, KENNETH M., American Broadcast 
ing Co., 7 W. 66th St., New York, N. Y. 

L.E.S.-SMPTE Joint Committee, 1955-1956; 

Committee on Television — Lighting for Pro- 

duction, 1955-1956; Subcommittee on Lighting 

Practices and Subcommittee on Lighting 

Performance Ratings, of the Committee on 

Television — Lighting for Production, 1955- 

1956. 

PALMER, RAYMOND J., 
Co., Northville, Mich. 

Street and Highway Lighting Committee, 

1955-1957; Subcommittee on Luminaire Main- 

tenance of the Committee on Street and High- 

way Lighting, 1955-1957. 

PALMER, ROY A., Duke Power Co., 
Bldg., Charlotte, N. C. 

Board of Fellows, 1955-1957; 

Allied Arts, 1956-1957. 
PARK, GLENN E., General Electric Co. 
Tuckaseegee Road, Charlotte 8, N. C. 

Advance Planning Committee, 1956-1957. 
PARK, J. H., National Bureau of Standards, 
Washington 25, D. C. 

Subcommittee on Guide for Electrical & Photo- 

metric Measurements of Mercury Vapor Lamps 

of the Committee on Testing Procedures for 

I}lumination Characteristics, 1955-1957. 
PARKER, ELIZABETH, Georgia Power Co., 75 
Marietta St. N.W., Atlanta, Ga. 

Committee on Residence Lighting Forums, 

1955-1956. 

PARKS, EARLE E., Nashville Electric 
Co., 605 Church St., Nashville 3, Tenn. 

Subcommittee on Luminaire Maintenance of 

the Committee on Street and Highway Light- 

ing, 1955-1957. 

PARKS, L. G., Ebasco Services, Inc., 2 
St., New York 6, N. Y. 

Chairman, Subcommittee on Central Station 

Properties of the Industrial Lighting Commit- 

tee, 1955-1957. 

PARSONS, J]. F., Niagara Mohawk Power Corp., 
802 Electric Bldg., Buffalo 3, N. Y. 

Chairman, 1.E.S.- U. S. Public Health Service 

Committee, 1955-1957; School Lighting Com- 

mittee, 1955-1957; Chairman, Electrical Light- 

ing Design Subcommittee of the School Light- 

ing Committee, 1956-1957. 
PARSONS, KENNETH, University 
Orono, Maine. 

Committee on Allied Arts, 1955-1957. 
PARTRIDGE, K. L., Hartford Electric 
Co., 266 Pearl St., Hartford, Conn. 

Subcommittee on Traffic Safety of the Commit- 

tee on Street and Highway Lighting, 1955- 

1957; Subcommitttee on Standard Practice and 

Subcommittee on Luminaire Maintenance of 

the Street and Highway Lighting Committee, 

1955-1957. 

PASLAY, R. C., Louisiana Power & Light Co., 
142 Delaronde, New Orleans 14, La. 

Lighting Service Committee, 1955-1956. 
PATTERSON, RUTH, Dallas Power & Light 
Co., 1506 Commerce, Dallas, Texas. 

Regional Representative, Publications Com- 

mittee, 1955-1957; Residence Lighting Data 

Sheet Subcommittee of the Publications Com- 

mittee, 1955-1956. 

PATTESON, ANDREW W., Engineer Research 
& Development Laboratories, Fort Belvoir, Va. 

Optics Subcommittee of the Searchlight Com- 

mittee, 1955-1957; Subcommittee on Visibility 

of Targets of the Searchlight Committee, 

1955-1957. 

PATTERSON, CHARLES H., 
Church St., Nashville 3, Tenn. 

Chairman, Tennessee Valley Section, 

1956. 

PAUL, ELLIS E., Howard, Needles, Tammen & 
Bergendoff, 99 Church St., New York 13, N. Y. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Subcommittee on Visi- 

bility Under Fog Conditions of the Committee 

on Street and Highway Lighting, 1955-1957; 

Subcommittee on Lighting for High Speed 

and Heavy Traffic Density Highway of the 

Committtee on Street and Highway Lighting, 

1955-1957. 

PAYSON, H. R., Tri-Bec, Inc., Industrial 
Centre *5, Quebec City, Que., Canada. 
Secretary, Quebec Chapter, 1956-1957. 
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Power 


Committee on 


1001 


Service 
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of Maine, 
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1955- 


Personnel Index 





PEABODY, A. E., W. E. Daw Co., 1155 Oswego 
Bivd., Syracuse, N. Y 
Chairman, Eastern 
1956. 
PEARSON, H. J. ¢ 
ericksburg, Va 
Committee on 
1955-1957; Vice-Chairman, 
Committee, 1955-1956. 
PEARSON, W. M., Graybar Electric 
North Avenue, N. W., Atlanta |, Ga. 
Chairman, Georgia Section, 1956-1957. 
PELOQUIN, ROBERT L., Westinghouse Elec 
tric Corp., 1560 Stadium Dr., Indianapolis 9, 
Ind. 
Secretary 
PENNOW, W. A. 
1216 W. 58th St., Cleveland |, Ohio. 
Vice-Chairman, Searchlight Committee, 1956- 
1957; Member, 1955-1956; Executive Subcom- 
mittee of the Searchlight Committee, 1956- 
1957; Chairman, Subcommittee on Visibility 
of Sources of the Searchlight Committee, 1955- 
1957; Aviation Lighting Committee, 1955-1956. 
PETERSEN, DONALD H., Bausch & Lomb 
Optical Co., Rochester 2, N. Y 
Searchlight Committee, 1955-1957; Chairman, 
Subcommittee on Optics of the Searchlight 
Committee, 1955-1957. 
PETERSON, EARL DON, Utah Power & Light 
Co., 138 S$. Main St., Salt Lake City 10, Utah. 
Secretary, Utah Section, 1956-1957. 
PETERSON, HENRY, E. 1. duPont de Nemours 
& Co. Inc., Polychemicals Dept., Wilmington, 
Del. 
Committee on Light Control and Equipment 
Design, 1955-1957 
PETERSON, KENNETH, Westinghouse Elec- 
tric Corp., 100 Elizabeth St., Duluth, Minn. 
Chairman, Twin Ports Chapter, 1956-1957. 
PETTYJOHN, W. J., Westinghouse Electric 
Corp., 1407 Comer Bidg., Birmingham, Ala. 
Chairman, Alabama Section, 1956-1957. 
PFALZGRAF, FRED R., 1612 Main St., 
falo 9, N. Y. 
Secretary, 
1956. 
PHILIPS, D. R., General 
Park, Cleveland 12, Ohio. 
Lighting Maintenance Committee, 1955-1957. 
PLOWMAN, BLAIR E., The Washington Wa 
ter Power Co., P.O. Box 1445, Spokane 6, 
Wash 
Vice-President, Pacific 
1955-1956; Regional Activities Committee, 
1955-1956; Regional Representative, National 
Board of Nomination, 1955-1956. 
POTTER, MERLE A., Smoot-Holman Co., 
Inglewood, Calif. 
Secretary, Southern 
1956. 
POTTER, W. M., General 
Park, Cleveland 12, Ohio. 
Vive-Chairman, Committee on Design Practice, 
1956-1957; Member, 1955-1956; Subcommittee 
on Guide for Photometric Testing of Fluores- 
cent Luminaires of the Committee on Testing 
Illumination Characteristics, 


New York Section, 1955- 


, 1619 Sunken Road, Fred- 


Elements of Signal Lighting, 
Aviation Lighting 


Co,, 333 


Indiana Section, 1955-1956. 


Westinghouse Electric Corp., 


Buf- 


Western New York Section, 1955- 


Electric Co., Nela 


Northwest Region, 


California Section, 1955- 


Electric Co., Nela 


Procedures for 

1955-1957. 
POWELL, H. W., Broome Electric Co. 
2700 Lincoln, Amarillo, Texas. 

Secretary, Panhandle Chapter, 
POYNTER, JACK, Crown Electric Co., 2027A 
Hughes, Amarillo, Texas. 

Secretary, Panhandle Chapter, 1955-1956. 
PREECE, WILLIAM R., JR., Baltimore and 
Ohio Railroad Co., Baltimore & Charles Sts., 
Baltimore 1, Md. 

Interior Lighting — Land Transportation Sub 

committee of the Committee on Public Con 

veyances — Interior Lighting, 1955-1957; Sub 
committee on Outdoor Productive Areas of 

the Industrial Lighting Committee, 1955-1956. 
PRESBREY, PRISCILLA, Westinghouse Electric 
Corp., Bloomfield, N. J. 

Chairman, Committee on Nomenciature, 1955 

1957; Committee on Testing Procedures for 

Illumination Characteristics, 1955-1957; Chair 

man, Subcommittee on Guide for Life Per 

formance Testing of Fluorescent Lamps of 
the Committee on Testing Procedures for 

Illumination Characteristics, 1955-1957; Sub 

committee on Guide for Photometric Measure 

ments of Mercury Vapor Lamps of the Com 


Inc., 


1956-1957. 


2%) Personnel Index 


mittee on Testing Procedures for Illumina- 

tion Characteristics, 1955-1957; Subcommittee 

on Portable Lamps — Measurement of Per- 
formance Characteristics of the Residence 

Lighting Committee, 1955-1956; Ofhcial Rep- 

resentative, ASA Committees: C42; Y10; Y14; 

Y32; 258, 1955-1956. 

PRETZER, BERT C., Iluminating Enginecring 
Co., 2§7 E. Nine Mile Road, Hazel Park, Mich. 

Committee on Lighting Maintenance, 1955- 

1957. 

PRETZMAN, R. J., Raub Supply Co., James & 
Mulberry St., Lancaster, Pa. 

Secretary, Eastern Pennsylvania Section, 1956- 

1957 
PRIDAY, GORDON L., 
Tampa, Fla. 

Secretary, Florida Section, 1956-1957. 

PRISK, C. W., U. S. Dept. of Commerce, 
Bureau of Public Roads, Washington, D. C. 

Subcommittee on Visibility Under Fog Condi- 

tions of the Committee on Street and High- 

way Lighting, 1955-1957; Subcommittee on 

Trafic Signs of the Street and Highway 

Lighting Committee, 1955-1957. 
PRITCHARD, B., Willow Run Research Cen 
ter, University of Michigan, Ann Arbor, Mich. 

Searchlight Committee, 1955-1957. 
PROJECTOR, T. H., National 
Standards, Washington 25, D. C. 

Searchlight Committee, 1955-1957; Chairman, 

Subcommittee on Revision of TES Lighting 

Handbook of the Searchlight Committee, 1956- 

1957; Executive Subcommittee of the Search- 

light Committee, 1955-1957; Aviation Lighting 

Committee, 1955-1956; Chairman, Subcommit- 

tee on Testing Procedures of the Searchlight 

Committee, 1955-1956. 

PROUDFOOT, W. D., Pueblo Ordnance Depot, 
Pueblo, Colo. 

Chairman, Southern Colorado Chapter, 

1946. 

PUCKETT, PAUL J., Westinghouse Electric 
Corp., 501 St. Paul Place, Baltimore 2, Md. 

Secretary, Maryland Section, 1956-1957. 
PULOS, ARTHUR J. 

Committee on Allied Arts, 1956-1957. 
PUTNAM, R. C., Case Institute of Technology, 
Cleveland, Ohio. 

Committee on Lighting Education, 1955-1957; 

Committee on Allied Arts, 1955-1957; School 

Lighting Committee, 1955-1957; Subcommittee 

on Curriculum of the Committee on Lighting 

Education, 1955-1956. 


Q 


QUISENBERRY, S. W., E. I. DuPont Company, 
DuPont Bidg., Wilmington, Del. 
Davlighting Committee, 1955-1956 


RACKLEY, CARLE E., Benjamin Electric 
Co., Des Plaines, Il. 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip- 
Design, 1955-1957. 

RADDIN, E. H., Champion Lamp Works, 600 
Broad St., Lynn, Mass. 

Committee on Light Sources, 1955-1957. 
RAE, G. G., Holophane Co. Inc., 342 Madison 
Ave., New York 17, N. Y. 

Chairman, New York Section, 

Handbook Revision Committee, 1956-1957; 

Committee on Store Lighting, 1955-1957; 

Office Lighting Committee, 1955-1957. 
RALPH, FDWARD E., P.O. Bos 1441, Spo- 
kane 10, Wash. 

Secretary, Inland Empire Chapter, 1955-1956. 
RAMBUSCH, EDWARD V., Rambusch Decorat- 
ing Co., 40 W. 13th St., New York II, N. Y. 

Board of Fellows, 1956-1957. 
RANDALL, W. C., 770 Shirley Dr., 
ham, Mich. 

Daylighting Committee, 1955-1956. 
READY, FRED W., Detroit Edison Co., 
Second Ave., Detroit, Mich. 

Membership Committee, 1955-1956. 
REDFORD, RUBY, Illuminating Engineering 
Society, 1860 Broadway, New York 23, N. Y 

Subcommittee on Technical Data Sheets of the 

Publications Committee, 1956-1957. 

REED, FRANK G., John C. Virden Ltd., 19 
Curity Ave., Toronto 13, Ont., Canada. 
Committee on Allied Arts, 1955-1956. 


4318 Renellie Dr., 


Bureau of 


1955- 


Mfg. 


ment 


1956-1957; 


Birming- 


2000 


REED, R. H., Texas Engineering Experiment 
Station, College Station, Texas. 

Davlighting Committee, 1955-1957; Subcom 

mittee on Measurement and Reporting on 

Daylinging of Interiors of the Daylighting 

Committee, 1955-1957. 

REESE, WARREN B., MacBeth 
P.O. Box 950, Newburgh, N. Y. 

Subcommittee on Graphic Arts — Printing In 

dustry of the Industrial Lighting Committee, 

1955-1956; Subcommittee on Color-Appraisal 

of the Industrial Lighting Committee, 1955 

1956. 

REICHENBACH, K., Dumont Television Net 
work, 515 Madison Ave., New York, N. Y. 

Committee on Television — Lighting for Pro 

duction, 1955-1956; Subcommittee on Lighting 

Practices of the Committee on Television 

Lighting for Production, 1955-1956. 

REID, KENNETH, Corp. of the City of Vic 
toria, City Hall, Victoria, B. C. 

Regional Vice-President, Pacific Northwest 

Region, 1956-1957; Regional Activities Com 

mittee, 1956-1957. 

REID, KIRK M., General 
Park, Cleveland 12, Ohio. 

Vice-President, 1955-1957; Chairman, Advisory 

Board to the President, 1956-1957: Member, 

1955-1956; Council Executive Committee 

1955-1957; Coordinating Committee for De 

fense, 1955-1957; Headquarters Planning 

Committee, 1955-1956; Golden Anniversary 

Committee, 1955-1956; Chairman, Regional 

Activities Committee, 1955-1956; Technical 

Committee Forum, 1955-1956. 
REINHARDT, HARRIS, Sylvania Electric Prod 
ucts Inc., 1740 Broadway, New York 19, N. Y. 

Nomenclature Committee, 1955-1957. 
RESNICK, S., Pyrotechnic Section, 
‘Arsenal, N. J. 

Searchlight Committee, 1955-1957. 
REX, C. H., General Electric Co., 
ville, N.C. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Subcommittee on Road 

way Lighting Principles of the Committee on 

Street and Highway Lighting, 1955-1957; Sub 

committees on: Research; Standard Practice 

Fluorescent Lighting; Pavement Surfaces; 

Visibility Under Fog Conditions; High Speed, 

Heavy Traffic Density Highways; Parking Area 

Lighting; of the Street and Highway Lighting 

Committee, 1955-1957; Official Representative, 

Institute of Traffic Engineers, Joint Commit 

tee on Highway Lighting, 1955-1956; Alter- 

nate Representative, President's Highway 

Safety Conference, Enginecring Committee, 

1955-1956. 

REYNOLDS, JAN S., Sylvania Electric Products 
Inc., 1740 Broadway, New York 19, N. ¥ 

Residence Lighting Committee, 1955-1957; 

Committee on Residence Lighting Forums, 

1955-1957; Residence Lighting Data Sheet 

Subcommittee of the Publications Committec, 

1956-1957; Subcommittee on Portable Lamps - 

Measurement of Performance Characteristics 

and Subcomittee on Revision of “Contempo 

rary Lighting for Modern and Traditional 

Interiors” of the Committee on Residence 

Lighting, 1955-1956. 

RICE, C. E., Rice Electric Co., 913 N. W. 4th, 
Oklahoma City, Okla. 

Secretary, Central Oklahoma Chapter, 

1956. 

RICE, G. M., Huntington & Guerry 
Co., P.O. Box 3826, Greenville, S$. C. 

Chairman, Palmetto Chapter, 1955-1956. ° 
RICHARDS, WILLIAM, The Connecticut Light 
& Power Co., 274 Greenwich Ave., Greenwich 
Conn. 

Subcommittee on Kitchens of the Institutional 

Committee, 1955-1956. 

RICHEY, E. B., Comer Building, Birmingham, 
Ala. 

Chairman, Alabama Section, 1955-1956. 
RICKER, EDMUND R., Traffic Eng., N. J. 
Turnpike Authority, Route #18, New Bruns 
wick, N. J. 

Committee on Motor Vehicle Lighting (Exte 

rior), 1955-1957; Subcommittee on Visibility 

Under Fog Conditions and Subcommittee on 

Traffic Signs of the Committee on Street and 

Highway Lighting, 1955-1957. 

RIDDLE, W. D., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 
Committee on Allied Arts, 1955-1957; Com- 
mittee on Color and IHlumination, 1955-1956 
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RIEGO, EF. L., Marshall Field & Company, 111 
N. State St., Third Basement, Chicago, Il. 

Subcommittee on Dining Areas of the Institu- 

tions Committee, 1955-1957. 

RISER, VOLNEY 0O., Westinghouse Electric 
Corp., Roosevelt Road, Little Rock, Ark. 

Chairman, Arkansas Chapter, 1956-1957. 
RISSER, ARTHUR C., University of Wichita, 
Wichita, Kans. 

Subcomittee on Theatres of the Institutions 

Committee, 1955-1957. 

ROBBINS, HARRY R., General Electric Co., 
1400 Book Lower Bidg., Detroit 26, Mich. 

Chairman, Michigan Section, 1956-1957; Com- 

mittee on Residence Lighting Forums, 1955- 

1956, 

ROBERTSON, J. N., Department of Water and 
Power, City of Los Angeles, 405 South Hill St., 
Los Angeles, Calif. 

Committee on Light Control and Equipment 

Design, 1955-1957 
ROBERTSON, MAURICE Jefferson 
Co., 25th and Madison, Bellwood, Hl. 

Committee on Light Control and Equipment 

Design, 1955-1957. 

ROCKWOOD, R. G., Superior Water, Light & 
Power Co., 1228 Tower Ave., Superior, Wis. 

Chairman, Twin Ports Chapter, 1955-1956. 
RODMAN, HARRY E., Rensselaer Polytechnic 
Institute, Troy, N. Y. 

Committee on Allied Arts, 1956-1957. 
ROHRBACH, R. W., Pacific Wholesale Electric 
Co., 702 State St., San Diego 12, Calif. 

Secretary, San Diego Chapter, 1956-1957. 
ROMANS, GEORGE E., Washington Water 
Power Company, W. 825 Trent Ave., Spokane 
10, Wash. 

Chairman, Inland Empire Chapter, 1956-1957. 
ROPER, VAL J., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Motor Vehicle Lighting (Exte- 

rior), 1955-1957; Committee on Elements of 

Signal Lighting, 1955-1956; Alternate Repre- 

sentative, Subcommittee on Vehicle Lighting 

of the National Committee on Uniform Traf 

fic Laws & Ordinances, 1955-1956. 

ROSIER, FRANCES E., The Detroit Edison Co., 
2000 Second Ave., Detroit, Mich. 

Subcommittee on Outline for Training Pro 

gram of the Residence Lighting Committee, 

1955-1956 
ROSS, M. W., Commonwealth Edison Co., 72 
Adams St., Chicago, Il. 

Secretary, Committee on Sports and Recrea- 

tional Area Lighting, 1955-1957; Subcommit- 

tee on Dining Areas of the Institutions Com- 

mittee, 1955-1957. 

ROSS, WILLIAM, General Flectric 
Forum Bldg., Sacramento 14, Calif. 

Chairman, Mother Lode Chapter, 1955-1956. 
ROSSELL, ROBERT E., Research & Eng. Coun 
cil of the Graphic Arts Industry, Inc., 719 15th 
St. N. W., Washington 5, D. C. 

Subcommittee on Graphic Arts — Printing In- 

dustry of the Industrial Lighting Committee, 

1955-1956. 

ROWTEN, D. W., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Vice-Chairman, Street and Highway Lighting 

Committee, 1955-1957; Committee on Testing 

Procedures for Illumination Characteristics, 

1955-1957; Committee on Sports and Recrea 

tional Area Lighting, 1955-1956. 
ROYBAL, TONY, University of 
P. O. Box 1663, Los Alamos, N. M. 

Secretary, New Mexico Chapter, 1955-1956. 
RUBIN, JOEL E., Klieg! Bros., 321 W. 50th St., 
New York 19, N. Y. 

Chairman, Subcommittee on Theatres of the 

Institutions Committee, 1956-1957; Member, 

1955-1956; Institutional Committee, 1955- 

1956; IES-SMPTE Joint Committee, 1955- 

1956; Inter-Society Liaison Representative — 

1.E.S. Stage Lighting Committee, 1955-1956. 
RUFFATTO, JOHN, Columbia Electric & Mfg. 
Co., N. 2310 Fancher Way, P.O. Box 2180, 
Spokane, Wash. 

National Technical 

1955-1956. 

RUGO, ALFRED J., Sylvania Electric 
Inc., 2520 Oakville St., Alexandria, Va. 

Secretary, Capital Section, 1956-1957; Commit- 

tee on Motor Vehicle Lighting (Exterior), 

1955-1956. 

RUSSELL, J. M., Dept. of Water & Power, City 
of Los Angeles, 311 S. Spring St., Los Angeles 
13, Calif. 
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Conference Committee, 


Products, 


1956 


Regional Publications Representative, South 
Pacific Coast Region, 1955-1957. 
RUSSELL, JOHN A., University of Manitoba, 
School of Architecture, Winnipeg, Man., Canada. 
Committee on Allied Arts, 1955-1957. 
RUTLEDGE, SAM 5&., Box 2492, 
Texas. 
Regional Representative, 
mittee, 1955-1956. 
RYLANCE, J., Directorate 
Dept. of National Defense, “C" 
Ont., Canada 
Chairman 


Amarillo, 


Membership Com 
of Works (Army), 
Bidg., Ottawa, 


Outawa Chapter, 1956-1957. 


S 


SADLER, WILLIAM H.. Georgia Power & 
Light Co., 901 N. Patterson, Valdosta, Ga. 
Chairman, Suwannee River Chapter, 1955 
1956. 
SALTER, F. H 
Inc., 2 East End 
Chairman, Light 


Electrical Testing Laboratories 
Ave., New York 21, N. Y. 
Committee, 1955- 

1957; Committee on Design Practice, 1955- 

1957; Committee on Testing Procedures for 

Illumination Characteristics, 1955-1957; Sub- 

committee on Practical Guide for Brightness 

Measurements of the Committee on Testing 

Procedures for Illumination Characteristics, 

1956-1957; Subcommittees on: Photometric 

Testing of Fluorescent Lamps; Guide for Pho- 

tometric Testing of Fluorescent Luminaires; 

Guide for Photometric Measurements of Mer- 

cury Vapor Lamps of the Committee on Test- 

ing Procedures for Ulumination Characteris- 
tics, 1955-1957; Committee on Illumination 

Performance Recommendations, 1955-1956; 

1.F.S.-ASHAE Joint Committee, 1955-1956; 

Joint Subcommittee — 1.E.8..SPI-NEMA (Plas- 

tics) of the Committee on Light Control and 

Equipment Design, 1955-1956; Guide for Life 

Performance Testing of Fluorescent Lamps 

Subcommittee of the Committee on Testing 

Procedures for Ulumination Characteristics, 

1955-1956 
SAMPSON, FOSTER K., 1125 W. Sixth St., Los 
Angeles 17, Calif. 

School Lighting Committee, 1955-1957; Day- 

lighting Committee, 1955-1°.7; Committee on 

Allied Arts, 1956-1957. 

SANGSTER, A. C., The Detroit Edison Com- 
pany, 2000 Second Ave., Detroit, Mich. 

Director, 1956-1957; Vice-Chairman, Advance 

Planning Committee, 1956-1957; Committee 

on Procedures and Policies, 1956-1957; Na- 

tional Technical Conference Committee, 1956- 

1957; Vice-President, Great Lakes Region, 

1955-1956; Regional Activities Committee, 

1955-1956. 

SARGENT, T. C., Sylvania Electric 
Inc., 60 Boston St., Salem, Mass. 

Lighting Service Committee, 1955-1957; Prog- 

ress Committee, 1955-1957. 

SAVARESE, J. A., JR., Tampa Flectric Co., 
810 Tampa St., Tampa, Fla. 

Chairman, Florida Section, 1955-1956. 
SAYLES, C. 1., School of Hotel Administration, 
Cornell University, Ithaca, N. Y. 

Chairman, Subcommittee on Hotels of the 

Institutions Committee, 1955-1957; Institutions 

Committee, 1955-1956. 

SCHAEFER, F. H., Wisconsin Electric Power 
Co., 231 W. Michigan St., Milwaukee, Wis. 

Chairman, Subcommittee on Service Station 

and Parking Area Lighting of the Store Light- 

ing Committee, 1955-1957. 

SCHAENZER, JOSEPH, Electro Agricultural 
Section, Dept. of Agriculture, Washington, D. C. 

Farm Lighting Committee, 1955-1956. 
SCHIEWE, NORMAN A., Pacific Gas & Electric 
Co., 4th & E Sts., San Rafael, Calif. 

Subcommittee on Sawmills of the Industrial 

Lighting Committee, 1955-1956. 
SCHMECKEBIER, LAURENCE, Director, School 
of Art, Svracuse University, Syracuse, N.Y. 

Committee on Allied Arts, 1955-1957. 
SCHMIDT, P. S., General Electric Co., 
Park, Cleveland 12, Ohio. 

Subcommittee on Sawmills of the Industrial 

Lighting Committee, 1955-1956. 

SCHMITT, FRANK J., Rochester Gas & Electric 
Corp., 89 East Ave., Rochester 4, N. Y. 

Street and Highway Lighting Committee, 

1955-1957; Subcommittees on: Parking Area 

Lighting; Photographic Studies; Tunnel and 

Underpass and Traffic Safety of the Commit- 

tee on Street and Highway Lighting, 1955- 

1957. 
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SCHNEIDER, DEL, Central Ilinois Light Com- 
pany, 316-318 S. Jefferson, Peoria, Ll. 
Secretary, Central Illinois Chapter, 1956-1957. 


SCHNELLER, JOSEPH A., 

Inc., Highland Park, Ill. 
Regional Vice President, Midwestern Region, 
1956-1957; Regional Activities Committee, 
1956-1957; Publications Committee, 1955- 
1956; Chairman, Subcommittee on Technical 
Data Sheets of the Publications Committee, 
1955-1956. 

SCHRENK, LOUIS J., 16850 Glastonbury, De- 

troit 19, Mich. 
Committee on Street and Highway Lighting, 
1955-1957; Subcommittee on Fluorescent 
Lighting and Subcommittee on Pavement 
Surfaces of the Committee on Street and 
Highway Lighting, 1955-1957. 

SCHUCHERT, J. S., Duquesne Light Co., 435 

Sixth Ave., Pittsburgh, Pa. 
Chairman, Publications Committee, 1955-1957; 
Treasurer, 1955-1956; Council Executive Com- 
mittee, 1955-1956; Ex-officio Member Finance 
Committee, 1955-1956; Trustees, 1.E.S. Head- 
quarters Retirement Pension Plan, 1955-1956. 


SCHULTE, R. J., General Electric Co., 823 Gas 

& Electric Bldg., Dayton, Ohio. 
Section and Chapter Representative of the 
Sustaining Membership Committee, 1955-1956. 

SCHWANHALSSER, WALTER E., General 

Electric Co., Hendersonville, N. C. 
Committee on Motor Vehicle Lighting (Exte- 
rior), 1955-1957. 

SCODOCK, OSCAR J., Commonwealth Edison 

Co., 72 W. Adams St., Chicago, Ill. 
Committee on Residence Lighting 
1956-1957. 

SCOTT, J. WALLACE, Allen, Lane & Scott, 

23rd and Market Sts., Philadelphia, Pa. 
Subcommittee on Graphic Arts — Printing In- 
dustry of the Industrial Lighting Committee, 
1955-1956. 

SEAGERS, PAUL W., 

Bloomington, Ind. 
Daylighting Committee, 1955-1957; School 
Lighting Committee, 1955-1957; Chairman, 
Visual Problems Subcommittee of the School 
Lighting Committee, 1956-1957; Subcommittee 
on Hospitals of the Institutions Committee, 
1955-1957. 

SFALEY, G. L., Reading Co., 

Gard -n Sts., Philadelphia 23, Pa. 
Subcommittee on Interior Lighting — Land 
Transportation of the Committee on Public 
Conveyances — Interior Lighting, 1955-1957. 

SEBURN, T. J., Bureau of Highway Traffic, 

Strathcona Hall, Yale University, New Haven, 

Conn. 
Secretary, Committee on Street and Highway 
Lighting, 1955-1957; Alternate Representa- 
tive, Institute of Traffic Engineers, 1955-1956; 
Subcommittee on Traffic Safety of the Com- 
mittee on Street and Highway Lighting, i1955- 
1956. 

SEELY, DWAYNE E., Westinghouse Electric 

Corp., 309 S.W. 6th Ave., Portland 4, Ore. 
Secretary, Oregon Section, 1955-1956. 

SEGAL, STANLEY M., Engineering Research & 

Development Labs., Ft. Belvoir, Va. 
Light Sources Subcommittee of the Searchlight 
Committee, 1956-1957; Subcommittee on Re- 
vision of IES Lighting Handbook of the 
Searchlight Committee, 1956-1957; Subcow- 
mittee on Bibliography of the Searchlight 
Committee, 1955-1956; Subcommittee on Test- 
ing Procedures of the Searchlight Committee, 
1955-1956. t 

SELBY, CHARLES J., Pacific Gas & Electric 
Co., 445 Sutter St., San Francisco 8, Calif. 
Membership Committee, 1955-1956. 

SELL, FLOYD W., The Detroit Edison Co., 

2000 Second Ave., Detroit, Mich. 
Committee on Testing Procedures for Ilumi- 
nation Characteristics, 1955-1957; Papers Com- 
mittee, 1955-1957; Subcommittee on Review 
of Editorial Content of the Publications Com- 
mittee, 1955-1957. 

SELLMAN, H. D., San Diego State College, San 

Diego 15, Calif. 
Subcommittee on Theatres of the Institutional 
Committee, 1955-1957. 

SHARP, HOWARD M., Walling, Bickley & 

Sharp, Inc., 1912 N St. N.W., Washington 6, 

D.C. 
Committee on Allied Arts, 1955-1957. 
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Oklahoma Gas & Electric 
Okla. 
1955- 


SHELINE, PAUL R., 
Co., 32! N. Harvey, Oklahoma City 3, 
Chairman, Central Oklahoma Chapter, 

1956 
SHELLHORSE, |}. V., 
Co., 25 8. E. 2nd Ave., 

Chairman, Southeast 

1957 
SHEPHERD, CARLTON R., Southwestern Gas 
& Electric Co., P.O. Box 1106, Shreveport, La. 

Chairman, Ark-La-Tex Chapter, 1955-1956. 
SHEPHERD, 1. H., Dept. of Water & Power, 
P.O. Box $669, Terminal Annex, Los Angeles 
4. Calit 

Office Lighting Committee, 1955-1957; 

book Revision Committee, 1956-1957. 
SHOEMAKER, GEORGE E., 20 Matlack Lane, 
Ithan, Villa Nova P.O., Pa 

Board of Fellows, 1955-1957; Committee on 

Allied Arts, 1955-1957; Chairman, Subcommit 

tee on Auditoriums and Churches of the 

Institutions Committee, 1955-1957 Institu 

tions Committee, 1955-1956; Official Represen 

tative, ASA Committee Cl, 1955-1956; Official 

Representative, Industry Committee in Con 

nection with Revision of “Handbook of In 

terior Wiring Design,” 1955-1956. 
SHOTWELL, O. C., Philadelphia Electric Co., 
1000 Chestnut St., Philadelphia, Pa. 

Committee on Public Relations and Informa- 

tion, 1956-1957; National Technical Confer- 

ence Committee, 1955-1957; Sustaining Mem 

bership Committee, 1955-1957; Director, 1955 

1956; Committee on Procedures and Policies, 

1955-1956 
SIDLO, T. C., General Electric Co., 
16th Ave., N. Kansas City 16, Mo. 

Secretary, Heart of America Section, 

1957 
SIMPSON, L. ¢ A’G’A Division, Elastic Stop 
Nut Corp. of America, 1737 H St. N. W., Wash 
ington 6, D. C. 

Chairman, Aviation Lighting Committee, 1956 

1957; Member, 1955-1956; Committee on Ele 

ments of Signal Lighting, 1955-1957. 
SINGER, C. H., Mutual Broadcasting System 
(WOR.TYV), 1440 Broadway, New York 18, N. Y. 

Committee on Television — Lighting for Pro 

duction, 1955-1956. 

SIRMONS, RAY L., Florida Power Corp., 908 
Cleveland Ave., Clearwater, Fla. 

Secretary, Florida Section, 1955-1956. 
SKINNER, VIRGINIA, Long Island Lighting 
Co., Old Country Road, Mineola, L. 1., N. Y. 

Committee on Residence Lighting Forums, 

1955-1957; Subcommittee on Outline for 

Training Program of the Residence Lighting 

Committee, 1955-1956. 

SKOVE, W. S., Division of Light & Power, City 
of Cleveland, Ohio. 

Subcommittee om Luminaire Maintenance of 

the Committee on Street and Highway Light 

ing, 1955-1957; Pavement Surfaces Subcom 
mittee of the Committee on Street and High 

way Lighting, 1955-1957 
SLAUER, R. G., Sylvania Electric 
One 48th St.. Wheeling, W. Va 

General Secretary, 1956-1957; 

tive Committee, 1956-1957 

Interchange with Foreign Groups of the Com 

mittee on Street and Highway Lighting, 1955- 

1957; Chairman, Golden Anniversary Commit 

tee, 1955-1956; Aviation Lighting Committee, 

1955-1956; Committee on Constitution and 

By-Laws 1955-1956 Street and Highway 

Lighting Committee, 1955-1956; 1956 Confer- 

ence Executive Committee, 1955-1956; Chair 

man, Subcommittee on Fluorescent Lighting 
of the Street and Highway Lighting Commit 
tee, 1955-1956 Subcommittee on Mercury 

Vapor Lighting and Subcommittee on Re 

search of the Committee on Street and High 

way Lighting, 1955-1956 
MEDBURG, GEORGE C., Westlite 
wav, Redwood City, Calif. 

Subcommittee on Theatres of the Institutional 

Committee, 1955-1957. 
SMITH, ALLEN G. V., 
Ltd., 1600 Notre Dame St. W., 
Canada 

Chairman, Montreal Section 
SMITH, B. WALKER, Raybro Electric Supplies, 
Inc., 745 N.W. Ist Ave., Miami, Fla. 

Secretary, Southeast Florida Chapter, 1955 

1956 
SMITH, H. ¢ 
born, Mich 


Florida Power & Light 


Miami 30, Fla. 


Florida Chapter, 1956- 
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Products Inc., 


Council Execu- 
Subcommittee on 


780 Broad 


Northern Electric Co 
Montreal, Que., 


15840 Woodland Drive, Dear 
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Subcommittee on Visibility of Targets of the 
Searchlight Committee, 1956-1957; Auniliaries 
Subcommittee of the Searchlight Committee, 
1955-1956; Searchlight Committee, 1955-1956. 


SMITH, RULAND L.,, Company, 

Inc., Newark, Ohio. 
Guide for Photometric Testing of Fluorescent 
Luminaires Subcommittce of the Committee 
on Testing Procedures for Ulumination Char 
acteristics, 1955-1957. 

SMITH, R. V., Holophane Co. Ine., 

son Ave., New York 17, N. Y. 
Residence Lighting Committee, 1955-1957; 
Chairman, Subcommittee on Measurement of 
Performance Characteristics of Portable Lamps 
of the Residence Lighting Committee, 1956 
1957. 

SMITH, WILLIAM H., Electrical 

Co., 20 8. Senate, Indianapolis 4, Ind. 
Subcommittee on Hospitals of the Institutions 
Committee, 1956-1957; Chairman, 1955-1956 
Institutions Committee, 1955-1956. 

SNIDER, F. T., Pennsylvania Railroad, 15 N. 

S2nd St., Philadelphia, Pa 
Committee on Public Convevances (Interior), 
1955-1957; Subcommittee on Interior Lighting 

Land Transportation of the Committee on 

Public Conveyances — Interior Lighting, 1955 
1957. 

SONNENFELD, NATHAN J... Century Lighting 

Inc., 419 W. 55th St.. New York 20, N. Y. 
Committee on Store Lighting, 1955-1957 

SPARROW, ¢ F.. JR... Westinghouse Electric 

Corp., 501 St. Paul Place, Baltimore, Md. 
Chairman, Maryland Section, 1956-1957; 
tary, 1955-1956. 

SPEARS, GEORGE, Sylvania Electric 

75 Svivan St., Danvers, Mass. 
Guide for Life Performance Testing of Fluo 
rescent Lamps Subcommittce of the Commit 
tee on Testing Procedures for Hlumination 
Characteristics, 1955-1996 

SPENCER, D. F 

Storrs, Conn 
Committee on Standards of Quality and Quan 
tity for Interior Illumination, 1955-1957; Day 
lighting Committee, 1955-1957; Committee on 
Color and Illumination, 1955-1956; Coordi 
nating Subcommittee and Subcommittee on 
Measurement and Reporting on Davlighting 
of Interiors, of the Daylighting Committee, 
1955-1957. 

SPIGELMAN, M., City of Witsuipeg, Hvdro 

Flectric System, 55 Princess St., Winnipeg, Man., 


Holophane 


M42 Madi 


Equipment 


Secre 
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University of Connecticut, 


Canada. 
Secretary, Winnipeg Chapter, 1956-1957. 
SPILLANE, J. B., Sylvania Electric Products 
Inc., 1740 Broadway, New York 19, N. Y. 
Committee on Public Conveyances (Interior), 
1955-1957 
STAPHLE,, DANIEL, JR., Frank Adam Elec- 
tric Co., 3650 Windsor Place, St. Louis, Mo. 
Subcommittee on Theatres of the Institutional 
Committee, 1955-1956 
STAHLHUT, LEO G. 
Industrial Committee, 1956-1957. 
STAIR, J. L., Harbert, Berrien County, Michi- 
gan 
Vice-Chairman, Historical 
1957; Member, 1955-1956 
STALEY, KARL A., General Electric Co., Nela 
Park, Cleveland 12, Ohio 
Chairman, Committee on 
1957 
STANNARD, W. A, 
pany, 212 W. Michigan Ave., 
Director, 1955-1956; Chairman, 
Committee, 1955-1956; Committee on Public 
Relations and Information, 1955-1956: Com 
mittee on Procedures and Policies, 1955-1956 
Regional Representative, National Bureau of 
Nomination, 1955-1956 
STEELE, HOYT P., Benjamin 
Co.. Des Plaines, Tl 
Medal Award Committee, 1956-1957; 
cal Committee Forum, 1955-1956 
STEFANY, R. J., Westinghouse Electric 
Bloom fic Id, N 1 
Aviation Lighting Committee, 
STEPHENS, C. B., Hydro Electric 
of Ontario, 620 University Ave., 
Canada 
Subcommittee on Central Station Properties of 
the Industrial Lighting Committee, 1955- 
1957. 
STEWART, 
Svracuse, N. Y 


Committee, 1956- 


Allied Aris, 1955- 


Consumers Power Com 


Jackson, Mich. 
Membership 


Flectric Mfg. 
Fechni 
Corp., 
1955-1956 

Power Comm. 
Toronto, Ont., 


Carrier 


JAMES P., 


Corporation, 


Subcommittee of the 
1955-1956, 


ASHAF Cooling Load 

IES-ASHAE Joint Committee, 
STICKNEY, G. H., 816 N. Wild Olive, Daytona 
Beach, Fla. 

Historical Committee, 1954-1957; Official 

Representative, U. S. National Committee of 

the International Commission on Hlumination, 

1955-1956. 

STILLWELL, G. R., Bell lLelephone 
Mountain Ave., Murray Hill, N. J. 

Subcommittee on Color Rendition of the Light 

Sources Committee, 1955-1957 
STOHLMAN, E. W., JR., Union Electric Co. 
of Missouri, 315 N. 12th St., St. Louis 1, Mo 

Chairman, St. Louis Section, 1955-1966. 
STRONG, FE. M., Cornell University, Dept. of 
Engineering, Ithaca, N. Y. 

Committee on Education, 1955-1957; Commit 

tee on Handbook Revision, 1955-1957; School 

Lighting Committee, 1955-1957, Committee on 

Standards of Quality and Quantity for Inte 
Chairman, Board 
1955-1956; Chair 
man, Research Committee, Hlumi 
nating Engineering Research Institute, 1955 
19956; Advance Planning Committee, 1955 
1956; Medal Award Committee, 1955-1956 
Committee to Study Re-Design of the Past- 
President's Pin, 1955-1956; Official Represen 
tative, U. S. National Committee of the In 
ternational Commission on Illumination, 
1955-1956; Chairman, Subcommittee on Cur- 
riculum of the Committee on Lighting Edu 
1955-1956; Subcommittee on Prepara 

Brochure “Careers in’ Illuminating 

Engineering’ and Subcommittee on Demand 

for Professionally Trained Illuminating Engi 

neers, of the Committee on Lighting Educa 

tion, 1955-1956 
STROUD, H \.. Monongahela Power Co., 
Bethlehem Bidg., Fairmont, West Va. 

School Lighting Committee, 1955-1957. 
STURROCK, WALTER, General Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Committee on Constitution and 

1955-1957; L.ES.ASHAE Committee, 

1957; Chairman, 1955-1956. 
SUMMERS, MARGARET (MRS.), Consumers 
Power Co., 212 W. Michigan, Jackson, Mich. 

Residence Lighting Data Sheet Subcommittes 

of the Publications Committee, 1956-1957. 
SUMNER, 5S. J., Marlin S215 Mc 
Kinney, Houston, Texas. 

Chairman, Subcommittee on Technical 

Sheets of the Publications Committee, 

1956. 

SWARNER, JOHN L., Pullman Standard Car 
Mig. Co., 10909 Cottage Grove Ave., Chicago 
il. 

Committee on 

Lighting, 1956-1957; 


Labs., 


rior Hlumination, 1955-1957 
ot Nomination Committee, 
Executive 


By-Laws, 
1956 


Associates, 


Public Convevances — Interior 
Chairman, Subcommitter 
on Interior Lighting — Land Transportation 
of the Committee on Public Conveyances 
Interior Lighting, 1955-1957. 
SWEATTE, J. ©., Georgia Power Co., 75 
etta St.. Atlanta, Ga. 
Subcommittee on Program and Publicity of 
the Committee on Street and Highway Light 
ing, 1955-1957: Street and Highway Lighting 
Committee, 1955-1956: Lighting Service Com 
mittee, 1955-1956; Subcommittee on Trafh« 
Safety and Subcommittee on Luminaire Main 
tenance of the Committee on Street and High 
way Lighting, 1955-1956. ° 
SWEENEY, R. L., Newport News Shipbuilding 
& Dry Dock Co., Newport News, Va. 
Committee on Public 
1955-1957 Marine Transportation 
mittee of the Committee on Public 
ances — Interior Lighting, 1955-1957 
SWENSON, EDWIN C., D. W. Onan & Sons, 
Inc., 2515 University Ave. S. E., Minneapolis 14 
Minn. 
Subcommittee on Hospitals of the Institutions 
Committee, 1955-1956. 
SWETLAND, R. M., General 
Hendersonville, N. C. 
Street and Highway Lighting Committee, 
1955-1957; Chairman, Subcommittee on Tun 
nel and Underpass Lighting of the Committee 
on Street and Highway Lighting, 1955-1957; 
Subcommittees on: Traffic Safety; Parking 
Area Lighting and Visibility Under Fog Con 
ditions of the Committee on Street and High- 
wav Lighting, 1955-1957. 


Mari 


Interior 
Subcom 
Convey 


Conveyances 


Electric Co., 


1956 





SZAN TAY, E., Sandee Manufacturing Co., 5050 
W. Foster Ave., Chicago 30, Il. 
Joint Subcommittee — 1.E.S.-SPI-NEMA (Plas- 
tics) of the Committee on Light Control and 
Equipment Design, 1955-1957 


T 


B., Detroit Edison Company, 
Detroit, Mich. 
Committee, 1956-1957; 
Committee, 1955-1957; 
Residence Lighting Data Sheet Subcommittee 
Chairman, Subcommittee on Outline — for 
Training Program of the Residence Lighting 
Committee, 1955-1956. 
TAYLER, L. E., Detroit Edison Co., 2000 Sec- 
ond Ave., Detroit, Mich. 
Chairman, Lighting Service Committee, 1955 
1957; National Technical Conference Commit- 
tee, 1955-1957; Medal Award Committee, 1955- 
1957; Committee on Lighting Fducation, 1955- 
1956; Subcommittee on Demand for Profes- 
sionally Trained Iluminating Engineers of 
the Committee on Lighting Education, 1955- 
1956. 
TAYLOR, D. W., New York State 
Co., Hulett Bldg., Elmira, N. Y. 
Subcommittee on Central Station Properties of 
the Industrial Lighting Committee, 1955-1956. 
PFAYLOR, GEORGE J., Day-Brite Lighting Inc., 
161 E. 42nd St., New York 17, N. Y. 
Vice-President, 1956-1957; General 
1955-1956; Council Executive 
1955-1957; Advisory Board to the 
1956-1957; Chairman, Regional Activities 
Committee, 1956-1957; Sustaining Member- 
ship Committee, 1955-1957; Chairman, Head- 
quarters Planning Committee, 1955-1956. 
TAYLOR, R. M., The Toledo Edison Co., 420 
Madison Ave., Toledo, Ohio. 
Regional Vice-President, East Central Region, 
1956-1957; Regional Activities Committee, 
1956-1957 
TEEL, H. W., IR 
Bldg., Toledo, Ohio 
Secretary, Northwestern 
1957. 
TEELE, R. P., National Bureau of Standards, 
Department of Commerce, Washington 25, D.C. 
Chairman, Committee on Motor Vehicle 
Lighting (Exterior), 1955-1957; Committee on 
Progress, 1955-1957; Committee on Testing 
Procedures for Ulumination Characteristics, 
1955-1957; Committee on Street and Highway 
Lighting, 1955-1957: Committee on Lighting 
Maintenance, 1955-1957, Chairman, General 
Guide to Photometry Subcommittee of the 
Committee on Testing Procedures for IMlu- 
mination Characteristics, 1956-1957;  Chair- 
man, Subcommittee on Guide on Colorimetry 
of the Committee on Testing Procedures for 
Illumination Characteristics, 1956-1957; Sub- 
committee on Practical Guide for Brightness 
Measurements of the Committee on Testing 
Procedures for Illumination Characteristics, 
1956-1957; Subcommittee on Guide for Re- 
porting Lighting Equipment Engineering Data 
of the Committee on Testing Procedures for 
I!lumination Characteristics, 1955-1957; Sub- 
committees on: Photographic Studies; Mer- 
cury Vapor Lighting; Standard Practice; Re- 
search and Visibility Under Fog Conditions, 
of the Committee on Street and Highway 
Lighting, 1955-1957; LES.-U. S. Public 
Health Service Committee, 1955-1957; Com- 
mittee on Tlumination Performance Recom- 
mendations, 1955-1956; Official Representative, 
ASA Committee D7.1, 1955-1956; Official Rep- 
resentative, National Committee on Uniform 
Trafic Laws & Ordinances, 1955-1956; Official 
Representative, National Research Council, 
Division of Engineering & Industrial Re- 
search, 1955-1956; Official Representative, 
Subcommittee on Vehicle Lighting of the Na- 
tional Committee on Uniform Traffic Laws & 
Ordinances, 1955-1956. 
TELOTTE, T. € IR., Telotte Electric 
1201 E. Elmira, San Antonio, Texas. 
Secretary, Alamo Chapter, 1955-1956. 
THOMAS, B. A., General Electric Co., 89 East 
Ave., Rochester 4, N. Y. 
Subcommittee on Clothing 
Industrial Lighting Committee, 
THOMPSON, CARLTON, San 
Electric Co., P.O. Box 
Calif. 


TAREPRKE, MARY 
2000 Second Ave., 
of the Publications 
Residence Lighting 


Elec. & Gas 


Secretary, 
Committee, 
President, 


Toledo Edison Co., Edison 


Ohio Section, 1955- 


Co., 


Industry of the 
1955-1956. 

Diego Gas & 
1831, San Diego 12, 


1956 


Coast 
Com 
Con- 


South Pacific 
Activities 
Technical 


Vice-President, 
Region, 1956-1957; Regional 
mittee, 1956-1957; National 
ference Committee, 1956-1957. 

THOMAS, JOSEPH, Canadian General Electric 

Co. Ltd., 280 Faillon St. W., Montreal, Que., 

Canada. 
Regional 
1955-1957; 


Regional 


Canadian Region, 
Regional Activities Committee, 

1955-1957; National Technical Conference 

Committee, 1955-1957; Lighting Service Com- 

mittee, 1955-1957; Regional Representative, 

National Board of Nomination, 1955-1956. 
THOMPSON, L. G., Electric Equipment and 
Supply Co., 2701 MclIllwraith St., Muskegon 
Heights, Mich. 

Chairman, Western Michigan 

1956. 

THOMPSON, R. BRUCE, 9 
Rochester 18, N. Y. 

Chairman, Rochester Section, 
THOMPSON, WILLARD 

Subcommittees on Museums and Art Galleries 

of the Institutions Committee, 1956-1957. 
THORINGTON, LUKE, Duro-Test Corp., 2321 
Hudson County Blvd., North Bergen, N. J. 

Subcommittee on Color Rendition of the 

Committee on Light Sources, 1955-1957. 
THORSELL, CARL W., 1195 E. 77th St., Kan- 
sas Citv 10, Mo. 

Chairman, Heart of 

1956 
TICFHURST, N. F., Cambridge Flectric Light 
Co.. 46 Blackstone St., Cambridge 39, Mass. 

1956 Fxecutive Committee, 1955- 

1956. 

TILLEMANS, F. T., Westinvhouse  Flectric 
Corp., 2308 Kennedy St. N. E., Minneapolis 13, 
Minn. 

Secretary, Twin Citv Section. 1956-1957 
TIMMINS. RICHARD M., Gibbs & Cox, 21 
West St.. New York 6. N.Y 

Committee on Public Convevances — Interior 

Lighting, 1955-1957: Chairman. Marine Trans- 

portation Subcommittee of the Committee on 

Public Interior Lighting, 1955- 

1957 
TOB'AS, PHILIP F., Edwin Stern & Co., Phila- 
delphia, Pa. 

Co-Chairman. Subecmmittee on Color-Ap 

praisal of the Industrial Lighting Committee, 

1955-1956. 

TOENJFS, D. A., General 
Park, Cleveland 12, Ohio. 
Street and Highway 
1955-1957: Chairman, Subcommittee on Re- 
search of the Street and Highway Lighting 
Committee, 1955-1957: Subcommittees on: 
Photographic Studies; Pavement Surfaces; 
Tunnel and Underpass Lighting: Visibility 
Under Fog Conditions; Standard Practice; 
Mercury Vapor Lamp: Interchange with For- 
cign Groups: Fluorescent Lighting and Light- 
ing for High Speed and Heavy Traffic Den- 
sitv Highway, of the Committee on Street and 

Highway Lighting, 1955-1957. 

TOUSEFY. R. T., Naval Research Laboratory, 
Optics Div., Washington, D. C. 

Committee on Elements of Signal 

1956-1957 
TOWNSEND, RICHARD F.,. Westinghouse 
Flectric Corp., 30 Brighton St., Belmont, Mass. 

1996 Conference Executive Committee, 1955- 

1956 
TREFRY, D. F., The ™troit Fdison Co., 2000 
Second Ave., Detroit, Mich. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957; Committee on Fducation, 

1956-1957. 

TREMAINE, B. G., JR, 
Center St., Meriden, Conn. 

Technical Committee Forum 1955-1956. 
TROSPER, &. A., Pacific Gas & Electric 
245 Market St., San Francisco 6, Calif. 

Street and Highway Lighting Committee, 

1955-1957; Papers Committee, 1955-1957; Sub- 

committee on Review of Editorial Content of 

the Publications Committee, 1955-1957: Sub- 
committees on: Mercury Vapor Lamp, Visi- 
bility Under Fog Conditions; Tunnel and 

Underpass Lighting; Luminaire Maintenance; 

Standard Practice; Program and Publicity; 

and Subcommittee on Coordination of the 

Committee on Street and Highway Lighting, 

1955-1957 
TROSTLE, MAXWELL, Sylvania Electric Prod- 
ucts Inc., One 48th St., Wheeling, W. Va. 


Vice-President, 


Section, 1955- 


Laconia Pkway, 


1956-1957. 


America Section, 1955 


Conference 


Convevances 


Flectric Co., Nela 


Lighting Committee, 


Lighting, 


The Miller Co., 99 


Co.., 


Committee on Testing Procedures for Ulumi- 

nation Characteristics, 1955-1957; Subcommit- 

tee on Guide for Photometric Testing of 

Fluorescent Luminaires of the Committee on 

Testing Procedures for Illumination Charac 

teristics, 1955-1957. 

IURPIN, R. G., 627 Marchmont, San 
Texas. 

Chairman, Alamo Chapter, 1956-1957. 
IWEEDY, ROBERT E., 914 W. Madison, Phoe- 
nix, Ariz. 

Secretary, 


Antonio, 


Arizona Section, 1956-1957. 
IWICHELL, L. C., Rochester Gas & 

Corp., 89 East Ave., Rochester 4, N. Y. 
Director, 1955-1957; Committee on Constitu- 
tion and By-Laws, 1956-1957; Committee on 
Procedures and Policies, 1955-1957; Advance 
Planning Committee, 1955-1957; Subcommit- 
tee on Clothing Industry of the Industrial 
Lighting Committee, 1955-1956. 


Electric 


U 


UHL, ROBERT J., 6026 Princess Jeanne, 
querque, N. M. 

Chairman, New Mexico Chapter, 
UNDERWOOD, DOROTHEA, Niagara 
hawk Power Corp., Syracuse, N. Y. 

Residence Lighting Data Sheet Subcommittee 

of the Publications Committee, 1956-1957. 
UTHE, CARL, Bond Clothes, Style Manor, 1400 
N. Goodman St., Rochester 9, N. Y. 

Subcommittee on Clothing Industry of the In- 

dustrial Lighting Committee 1955-1956. 


V 


VACHA, NORMAN, 14444 E. 
University Heights 18, Ohio. 

Residence Lighting Committee, 1955-1957; 

Subcommittee on Outline for Training Pro- 

gram of the Residence Lighting Committee, 

1955-1957. 

VAHL, WILLIAM J., Crescent Electric 
Co., 200 S. Main St., Dubuque, Iowa. 

Secretary, lowa Section, 1956-1957. 
VANDEVELDE, A., Sterling Bronze Co., 27-01 
Bridge Plaza, Long Island City, N. Y. 

Committee on Public Conveyances (Interior), 

1955-1957; Marine Transportation Subcommit- 

tee of the Committee on Public Convevances — 

Interior Lighting, 1955-1957. 

VAUGHN, F. 

Subcommittee on Photographic Studies of the 

Committee on Street and Highway Lighting, 

1955-1957. 

VENABLE, J. C., Associated Mfgrs. Agents, 5218 
Hawthorne Road, Little Rock, Ark. 

Secretary, Arkansas Chapter, 1956-1957. 

VEY, ARNOLD, National Safety Council, 425 
N. Michigan Ave., Chicago 11, Il. 

Street and Highway Lighting Committee, 

1955-1957. ‘ 
VINCENT, H. B., Owens Illinois Glass Co., 
Ohio Bidg., Toledo, Ohio. é 

Chairman, Daylighting Committee, 1955-1957. 
VIPOND, L. C., Civil Aeronautics Administra- 
tion, Department of Commerce, Washington 25, 
D.C. 

Aviation Lighting Committee, 1955-1956. 
VOELKNER, A. G., Gross Chandelier Co., 2036 
Delmar Blvd., St. Louis 3, Mo. 

Subcommittee on Outdoor Productive Areas of 

the Industrial Lighting Committee, 1955-1956. 
VOGEL, ANDREW, General Electric Co., 1 
River Road, Schenectady, N. Y. 

Davlighting Committee, 1955-1956. 

VON BURG, A. J., Wisconsin Power & Light 
Co., 122 W. Washington Ave., Madison, Wis. 

Farm Lighting Committee, 1955-1956. 
VORLANDER, F. J., Vorlander Lighting, 80 
Boylston St., Boston 16, Mass. 

1956 Conference Executive Committee, 

1956. 


Albu- 


1956-1957. 


Mo- 


Carroll Blvd., 


Supply 


1955- 


W 


WADSWORTH, L. B. 
Advisor to Subcommittee on Auditoriums and 
Churches of the Institutional Committee, 1955- 
1956. 

WAGGENER, BLANCHE, Columbus and South- 
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ern Ohio Electric Company, 215 No. Front St., 
Columbus, Ohio. 

Residence Lighting Data Sheet Subcommittee 
of the Publications Committee, 1956-1957. 
WAGNER, G .W., Philadelphia Electric Co., 

1015 Chestnut St., Philadelphia 5, Pa. 
Chairman, Philadelphia Section, 1955-1956; 
Alternate Regional Representative, National 
Board of Nomination, 1955-1956. 

WAGNER, RALPH P., Better Light Better 

Sight Bureau, c/o Niagara Mohawk Power 

Corp., 126 State St., Albany, N. Y. 

Board of Trustees, Mluminating Engineering 


Research Institute, 1955-1956. 


WAGNER, WALTER C., Philadelphia Electric 
Company, 
P. 


1000 Chestnut St., Philadelphia 5, 
a. 
Official Representative, U. S. National Com- 
mittee of the International Electro Technical 
Commission, 1955-1956. 
WAIGHT, VERNON H., Calif. Division of 
Highways, 150 Oak St., San Francisco 2, Calif. 
Subcommittee on Traffic Signs of the Street 
and Highway Lighting Committee, 1956-1957. 


WAITE, ROGER T., Aetna Casualty & Surety 
Co., 15! Farmington Ave., Hartford 6, Conn. 

Office Lighting Committee, '955-1957; Official 

Representative, ASA Committee X2, 1955-1956 
WAKEFIELD, A. F., The Wakefield Company, 
Vermilion, Ohio. 

Co-Chairman, Coordinating Committee for 

Defense, 1955-1957; Chairman, Board of Trus 

tees, Illuminating Engineering Research Insti 

tute, 1955-1956; Technical Committee Forum, 

1955-1956; Official Representative, National 

Research Council, National Academy of Sci- 

ences, 1955-1956. 
WAKEFIELD, G. P., 
Vermilion, Ohio 

Office Lighting Committee, 1955-1957; Sub- 

committee on Plastics (1ES-SPI-NEMA) of the 

Committee on Light Control and Equipment 

Design, 1955-1957. 

WALDRON, CHARLES E.. Niagara-Mohawk 
Power Corp., 126 State St., Albany, N. Y. 

Regional Vice-President, Northeastern Region, 

1956-1957 Regional Activities Committee, 

1956-1957; Subcommittees on: Luminaire Main 

tenance; Traffic Safety; Parking Area Light 

ing; Program and Publicity; and Pavement 

Surfaces, of the Committee on Street and 

Highway Lighting, 1955-1957. 
WALL, H. F., Public Lighting 
74 E. Atwater St., Detroit, Mich. 

Street and Highway Lighting Committee, 

1955-1957; Chairman, Subcommittce on Lumi- 

naire Maintenance of the Committee on Street 

and Highway Lighting, 1955-1957: Subcom- 
mittees on: Fluorescent Lighting, Mercury 

Vapor Lighting; Pavement Surfaces: Roadway 

Lighting; Standard Practice; Traffic Safety: 

Tunnel and Underpass Lighting, of the Com- 

mittee on Street and Highway Lighting, 1955 

1957; Subcommittee on Lighting for High 

Speed and Heavy Traffic Density Highways of 

the Committee on Street and Highway Light 

ing, 1955-1956. 

WALSH, JOHN S&., Pacific Gas & Electric Co., 
245 Market St., San Francisco, Calif. 

Director, 1955-1957; Committee on Allied Arts, 

1956-1957; Committee on Procedures and 

Policies, 1955-1957; Defense Coordinating 

Committee, 1955-1957; National Technical 

Conference Committee, 1956-1957; Secretary, 

Committee on Lighting for Civil Defense, 

1955-1956; School Lighting Committee, 1955- 

1956. 

WALTERS, W. T., Public Service Co. of Okla 
homa, P.O. Box 201, Tulsa, Okla. 

Secretary, Oil Capital Section, 1955-1956. 
WARFIELD, DON, General Electric Co., 999 
98th Ave., Oakland 3, Calif 

Secretary, San Jose Chapter, 1956-1957. 
WARNER, G. K., Greene & Warner, 2036 F. 
22nd St., Room 313, Cleveland 15, Ohio. 

Chairman, Cleveland Section, 1955-1956. 
WARNER, NELSON C., Westinghousce Electric 
Corp., 306 Fourth Ave., Pittsburgh 30, Pa 

Regional Vice-President, East Central Region, 

1955-1957; Regional Activities Committee, 

1955-1957; Regional Representative, National 

Board of Nomination, 1955-1956. 

WARSKOW, MARTIN, The Port of N. Y. 
Authority, 111 Eighth Ave. at I5th St.. New 
York 11, N. ¥ 

Aviation Lighting Committee, 


The Wakefield Company, 


Commission 


1955-1956 
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WATERMAN, M. N., 

Corp., Bloomfield, N. J. 
President, 1956-1957; Vice-President, 1955- 
1956; Chairman, Council Executive Commit- 
tee, 1956-1957; Member, 1955-1956; Ex- 
officio member of all committees, 1956-1957; 
Chairman, Advisory Board to the President, 
1955-1956; Chairman, Technical Committee 
Forum, 1955-1956; Headquarters Planning 
Committee, 1955-1956; Coordinating Commit- 
tee for Defense, 1955-1956; Committee to 
Study Re-Design of the Past-President’s Pin, 
1955-1956; Official Representative, U. S. Na- 
tional Committee of the International Com- 
mission on Illumination, 1955-1956. 


WATTERS, G. A., Quebec Power Co., 229 St. 

Joseph St., Quebec, P. Q., Canada. 
Subcommittee on Luminaire Maintenance of 
the Committee on Street and Highway Light- 
ing, 1955-1957; Street and Highway Lighting 
Committee, 1955-1956. 

WEBB, F. FARL, Webb Electric Mfg. Co., 

1701 S.W. Jefferson, Portland 1, Oregon. 
Regional Representative, Membership Com- 
mittee, 1955-1956. 

WEEKS, ARTHUR W., Champion Lamp Works, 

$30 Lynnway, Lynn, Mass. 
Committee on Testing Procedures for Mlumi- 
nation Characteristics, 1955-1957; Subcommit- 
tee on Color Rendition of the Committee on 
light Sources, 1955-1957; Subcommittee on 
Guide on Colorimetry of the Committee on 
Testing Procedures for Wlumination Charac- 
teristics, 1956-1957; Chairman, Subcommittee 
on Guide for Photometric Testing of Fluores 
cent Lamps of the Committee on Testing Pro- 
cedures for Mlumination Characteristics, 1955- 
1957: Subcommittee on Guide for Photometric 
Measurements of Mercury Vapor Lamps of 
the Committee on Testing Procedures for 
Illumination Characteristics, 1955-1957; Sub- 
committee on Practical Guide to Photometry 
and Subcommittee on Guide for Life Per- 
formance Testing of Fluorescent Lamps, of 
the Committee on Testing Procedures for 
Illumination Characteristics, 1955-1956. 


WFIBFL, WILLIAM A., Curtis Lighting, Inc., 
6135 W. 65th St.. Chicago 38, TI. 
Committee on Light Control and Equipment 
Design, 1955-1957: Committee on Mlumination 
Performance Recommendations, 1955-1956. 


WFEIMAN., R.. Associated Frgineers, 1100 First 
National Bank Bldg., Peoria, TI. 

Chairman, Central Mlinois Chapter, 1956-1957. 
WEISS. WARREN W., Pacific Gas & Electric 
Co.. 445 Sutter St., San Francisco, Calif. 

Membership Committee, 1956-1957. 

WFLCH. K. C., 924 Grandville, S$. W., Grand 
Rapids. Mich 

Davlighting Committee, 1955-1957; School 

Liehtine Committee. 1955-1957; Store Light- 

ing Committee, 1955-1957. 

WELCH, ROBERT J]... R. J. Welch Company, 
890% Olive St.. St. Louis 8, Mo. 

Chairman, St. Louis Section, 1956-1957. 
WELD. WALLACE, W., Revere Electric Mfg. 
Co., 6009 Broadway, Chicago 40, TI. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957; Subcommittee on Out- 

door Productive Areas of the Industrial Light- 

ing Committee, 1955-1956. 
WFELIS, J. H., B. T. Heinz Co., 
lake N., Seattle 9, Wash. 

Secretary, Puget Sound Section, 1956-1957. 
WELLS, VIRGINIA, Utah Power and Light 
Co., Box 899, Salt Lake City, Utah. 

Committee on Residence Lighting Forums, 

1956-1957. 

WENZLER, 0. F., Libbev-Owens-Ford 
Co., 608 Madison Ave., Toledo 3, Ohio. 
Davlighting Committee, 1955-1957. 
WERTZ, O. D., Naval Ordnance Dept., General 

Electric Co., Pittsfield, Mass 

Searchlight Committee, 1956-1957. 

WESLER, J. E., Testing & Development Div. 
Office of Eng., U. S. Coast Guard H.Q., 1300 
E St. N. W., Washington 25, D. C. 

Searchlight Committee, 1955-1956. 
WHEELER, W. C., St. Louis Car Co., 8000 N. 
Broadway, St. Louis 15, Mo. 

Committee on Public Conveyances — Interior 

Lighting, 1955-1957; Interior Lighting — Land 

Transportation Subcommittee of the Commit- 

tee on Public Conveyances — Interior Light 

ing, 1955-1957. 


Westinghouse Electric 


1500 West- 


Glass 


WHITE, E. R., Ill, McNeill & Baldwin, 1025 
St. Paul St., Baltimore 2, Ohio. 
Chairman, Maryland Section, 1955-1956. 


WHITE, H. M., Baltimore Gas & Electric Co., 
1400 Lexington Bldg., Baltimore, Md. 

Committee on Sports and Recreational Area 

Lighting, 1955-1957. 

WHITE, JAMES W., Duke Power Co., 
Washington St., Greenville, 8. C 

Secretary, Palmetto Chapter, 1956-1957 
WHITEHEAD, J. F., JR., Dav-Brite Lighting 
Inc., 5411 Bulwer Ave., St. Louis 7, Mo. 

Committee on Public Relations and Informa- 

tion, 1956-1957; Chairman, 1955-1956; Ad- 

vance Planning Committee, 1955-1956. 
WHITESIDE, F. ALLEN, Black & West, 205 
Tri-State Insurance Bldg., Tulsa, Okla. 

Chairman, Oil Capital Section, 1956-1957. 
WHITNELL, J. D., Arizona Public Service Co., 
P.O. Box 2591, Phoenix, Ariz. 

Regional Vice-President, Inter-Mountain Re 

gion, 1955-1957; Regional Activities Commit- 

tee, 1955-1957; Committee on Allied Arts, 

1955-1957; Regional Representative, National 

Board of Nomination, 1955-1956 
WIDIGAN, LEROY J]., 319 [8th St., 
Island, Tl. 

Chairman, lowa Section, 1955-1956. 
WILKINSON, K., Northern Flectric Co. Ltd., 
86 Hollis St.. Halifax, N. S., Canada. 

Secretary, Bluenose Chapter, 1955-1957 
WILLIAMS, GALE L., lowa Public Service Co., 
P.O. Box 600, Waterloo, Iowa. 

Chairman, lowa Section, 1956-1957; Secretary, 

1955-1956. 

WILLIAMS, H. A., Rohm & Haas Co., 2 
Washington Sq., Philadelphia 5, Pa. 

Committee on Progress, 1955-1957: Subcom- 

mittee on Plastics (TES-SPI-NEMA) of the 

Committee on Light Control and Faquipment 

Design, 1955-1956. 

WILLIAMS, JAMES R., Arizona Public Service 
Co., 331 N. Ist Ave., Phoenix, Ariz. 

Secretary, Arizona Section, 1955-1956 
WILLIAMS, JOHN S., IV, Arkansas Power & 
Light Co., 4th & Louisiana Sts., Little Rock, 
Ark. 

Regional Publications Representative, South 

Central Region, 1956-1957; Secretary, Arkan- 

sas Chapter, 1955-1956. 

WILLIAMS, ROLLO G., Century Lighting Inc., 
521 W. 43rd St.. New York, N. Y¥ 

Subcommittee on Theatres of the Institutional 

Committee, 1955-1957; IES-SMPTE Joint 

Committee, 1955-1956. 

WILLITS, E. J., Tidewater Associated Oi! Co., 
25395 Webster St., Alameda, Calif. 

Subcommittee on Service Station and Parking 

Areas of the Committee on Street and High- 

wav Lighting, 1955-1956. 

WILSON, J. P., Adequate Wiring Ltd., 2982 
Dufferin St., Toronto, Ont., Canada. 

Chairman, Ottawa Chapter, 1955-1956. 
WILSON, R. W., General Electric Co., 50 In- 
dustrial Place, Newton Upper Falls, 64, Mass. 

1956 Conference Executive Committee, 1955- 

1956. 

WILSON, W. R., 
Bloomfield, N. J. 

Committee on Television — Lighting for Pro- 

duction, 1955-1956; Chairman, Subcommittee 

on Light Sources of the Committee on Tele- 

vision — Lighting for Production, 1955-1956. 
WINGLAR, WILLIAM, J. & G. Dorenman Co., 
924 Grandville Ave., Grand Rapids, Mich. 

Secretary, Western Michigan Section, 

1957 
WINKELHAKE, C. A., Darre!! Bovd Harmon, 
409-410 Nalle Bldg., Austin 1, Texas. 

Subcommittee on Lower Ceiling Classrooms of 

the Committee on Daylighting, 1955-1957. 
WINKLER, ELDON, Director of Arts and Sci- 
ences, City of St. Paul, Minn. 

Committee on Allied Arts, 1955-1956 
WINKLER, F. C., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Chairman, Advance Planning Committee, 

1955-1957; Committee on Light Control and 

Equipment Design, 1955-1957; Committee on 

Procedures and Policies, 1955-1957; Advisory 

Board to the President, 1955-1957; Chairman, 

Subcommittee on Plastics (IES-SPI-NEMA) of 

the Committee on Light Control and Equip- 

ment Design, 1955-1957. 

WINSLOW, FRANK E., Smitheraft Lighting 
Div., 217 Everett Ave., Chelsea 50, Mass 
Committee on Progress, 1955-1957. 


1199 


Rock 


Westinghouse Electric Corp., 


1956 





WINTERS, A. B., Revere Electric 
6009 No. Broadway, Chicago 40, Ill. 
Committee on Street and Highway Lighting, 
1955-1957; Subcommittee on Parking Area 
Lighting of the Committee on Street and 
Highway Lighting, 1955-1957; Aviation Light- 
ing Committee, 1955-1956; Subcommittee on 
Service Station and Parking Areas of the 

Store Lighting Committee, 1955-1956. 
WISEMAN, R. S., Corps of Engineers Research 
and Development Laboratories, Fort Belvoir, Va. 

Committee on Lighting Design Practice, 1955- 

1957; Vice-Chairman, Committee on Educa- 

tion, 1955-1957; Subcommittee on Revision of 

IFS Lighting Handbook of the Searchlight 

Committee, 1956-1957; Chairman, Subcommit- 

tee on Preparation of Brochure “Careers in 

Illuminating Engineering” of the Committee 

on Lighting Education, 1955-1956; Subcom- 

mittee on Curriculum of the Committee on 

Lighting Education, 1955-1956; Subcommittee 

on Testing Procedures; and Auxiliaries Sub- 

committee of the Searchlight Committee, 1955- 

1956 
WITTE, ELDEN H., 
Co., Des Plaines, Tl. 

Committee on Light Control and Equipment 

Design, 1955-1957; Committee on Testing 

Procedures for Illumination Characteristics, 

1955-1957; Chairman, Subcommittee on Out- 

door Productive Areas of the Industrial Light- 

mg Committee, 1955-1957; Subcommittees on: 

Practical Guide for Brightness Measurements: 

Guide for Reporting Lighting Equipment 

Engineering Data; Guide for Photometric 

Testing of Fluorescent Luminaires; and Guide 

for Photometric Testing of Floodlights of 

10°-160° Beam Spread, of the Committee on 

Testing Procedures for Illumination Charac- 

teristics, 1955-1957. 

WOLFF, EDWARD J., Edward J. Wolff & Asso 
ciates, 300 W. Washington St., Chicago 6, Il. 

Subcommittee on Dining Areas of the Institu- 

tions Committee, 1955-1957. 

WOZNIAK, RAYMOND E., Chicago Lighting 
Institute, 140 S. Dearborn St., Chicago, Ul. 

Subcommittee on Dining Areas of the Institu 

tions Committee, 1956-1957. 
WRIGHT, HAROLD A., 251 
Francisco 8, Calif. 

Chairman, Golden Gate Section, 1955-1956. 
WRIGHT, HOWARD L., Curtis Lighting of 
Canada, Ltd., 195 Wicksteed Ave., Toronto 17, 
Ont., Canada 

Papers Committee, 1955-1957; Subcommittee 

on Review of Editorial Content of the Publi- 

cations Committee, 1955-1957. 


Mfg. Co., 


Electric Mig 


Benjamin 


Kearny St., San 


WYATT, FRANCIS D., Pace-Associates, 53 W. 
Jackson Blvd., Room 1730, Chicago 4, Il. 
Chairman, Sports and Recreational Areas 
Committee, 1955-1957; Committee on Street 
and Highway Lighting, 1955-1957; Chairman, 
Subcommittee on Pavement Surfaces of the 
Committee on Street and Highway Lighting, 
1955-1957; Subcommittees on: Lighting for 
High Speed and Heavy Traffic Density High- 
ways; Luminaire Maintenance; Mercury Va- 
por Lamps; Research; Roadway Lighting 
Principles; Standard Practice; and Visibility 
Under Fog Conditions; of the Committee on 
Street and Highway Lighting, 1955- 1957; 
Official Representative, National Research 
Council, Highway Research Board, 1955-1956. 
WYLIE, ROBERT R.., Sylvania Electric Products 
Inc., 60 Boston St., Salem, Mass. 
Committee on Street and Highway Lighting, 
1956-1957; Handbook Revision Committee, 
1956-1957; Committee on Office Lighting, 
1956-1957; Regional Publications Represen- 
tative, Northeastern Region, 1955-1957; Sub- 
committees on: Mercury Vapor Lamp; Re- 
search; and Fluorescent Lighting of the Street 
and Highway Lighting Committee, 1956-1957. 


Y 


YOST, I. A., Westinghouse Electric Corp., 1216 

W. 58th St., Cleveland 1, Ohio. 
Committee on Lighting Education, 1955-1957; 
Technical Committee Forum, 1955-1956; Sub- 
committee on Demand for Professionally 
Trained Iluminating Engineers of the Com- 
mittee on Lighting Education, 1955-1956. 

YOUNG, J]. W., New England Power Service 

Co., 441 Stuart St., Boston 16, Mass. 
Street and Highway Lighting Committee, 
1955-1957; Subcommittee on Mercury Vapor 
Lamps of the Committee on Street and High- 
way Lighting, 1956-1957; Chairman, 1955- 
1956; Subcommittees on: Parking Area Light- 
ing; Luminaire Maintenance; and Roadway 
Lighting Principles, of the Committee on 
Street and Highway Lighting, 1955-1957; Sub- 
committee on Guide for Photometric Measure- 
ments of Mercury Vapor Lamps of the Com- 
mittee on Testing Procedures for Illumination 
Characteristics, 1955-1957. 

YOUNG, PETER L., Public Lighting Commis 

sion, Detroit, Mich. 
Research Subcommittee and Subcommittee on 
High Speed, Heavy Traffic Density Highways 
of the Committee on Street and Highway 
Lighting, 1956-1957. 

YOUNGBLOOD, C. J., Mississippi Glass Co., 

88 Angelica St., St. Louis 7, Mo. 


Daylighting Committee, 1955-1957; Subcom- 
mittee on Revision of Recommended Practice 
for Daylighting of the Daylighting Committee, 
1955-1957. 

YOUNGLOVE, G. W., Baltimore Gas & Electric 

Co., 1012 Lexington Bidg., Baltimore, Md 
Subcommittee on Color-Appraisal of the In- 
dustrial Lighting Committee, 1955-1956 


Z 


ZABEL, R. M., Westinghouse Electric Corp., 
Bloomfield, N. J. 

Finance Committee, 1955-1957; Advance Plan- 

ning Committee, 1955-1957; Papers Commit- 

tee, 1955-1957; Street and Highway Lighting 

Committee, 1955-1957; Publications Commit- 

tee ,1956-1957; Chairman, Subcommittee to 

Obtain Editorial Material of the Publications 

Committee, 1956-1957; Subcommittee on Re- 

view of Editorial Content of the Publications 

Committee, 1956-1957; Vice-Chairman, 1955- 

1956; Chairman, Fluorescent Lighting Sub- 

committee of the Street and Highway Light- 

ing Committee, 1956-1957; Subcommittees on 

Standard Practice; Mercury Vapor Lighting; 

Visibility Under Fog Conditions; Research; 

and Subcommittee on Interchange with For- 

eign Groups, of the Committee on Street and 

Highway Lighting, 1955-1957; Research Execu- 

tive Committee, Uluminating Engineering 

Research Institute, 1955-1956. 

ZAGOTTA, A. C., Chicago, Rock Island & 
Pacific R. R., LaSalle St. Station, Chicago 5, Il. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1955-1957. 
ZAHOUR, R. L., Westinghouse Flectric Corp., 
Bloomfield, N. J. 

Secretary, New York Section, 1956-1957; Com- 

mittee on Lighting Maintenance, 1956-1957; 

Chairman, 1955-1956; Office Lighting Com- 

mittee, 1955-1957; Committee on Television — 

Lighting for Production, 1955-1956;  Inter- 

Society Liaison Representative — AIEE Com- 

mittee on Lighting Applications, 1955-1956. 
ZASTROW, IRVIN E., Western Electric Co. 
Inc., 195 Broadway, New York, N. Y. 

Lighting Maintenance Committee, 1955-1957. 
ZERSEN, CARL W., Chicago Lighting Insti- 
tute, 140 So. Dearborn St., Chicago, Hl. 

Committee on Education, 1956-1957; Chair- 

man, Subcommittee on Dining Areas of the 

Institutions Committee, 1955-1957; Institutions 

Committee, 1955-1956. 

ZURHEIDE, CHARLES H., Smith-Harlon-Zur- 
heide-Levy Inc., 3926 Lendell Blvd., St. Louis 8, 
Mo. 

Secretary, St. Louis Section, 1956-1957. 
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